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PUBLISHERS' NOTE 




§T is the belief of the publishers that the value 
^|| of this catalogue will depend on the accuracy 
and usefulness of the information it contains. 
Instead of a series of laudatory notices, there- 
fore, an effort has been made to set forth 
briefly and clearly the place, scope, and leading characteris- 
tics of each book described. The testimonials have been 
selected quite as much for their descriptive qualities as for 
their value as commendations. Among many books on the 
same subject, and covering similar ground, it is not always 
easy to determine which is best adapted for a given class 
or for a specific purpose. So far as possible, the distinctive 
plans, methods, and peculiar features of all such books have 
been pointed out, in the hope that this catalogue may be 
of real service to teachers seeking the best books for their 
classes. 
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PRICE LIST AND INDEX 

The books contained in this list are intended mainly for high schools, 
secondary schools, and colleges; yet so varying are the needs of these 
schools, that a few works have been included of a somewhat more 
elementary character. 

* * When ordering by telegraph, use the CODE WORDS as given in this list. 



PRICE 

ABER'S Experiment in Education $1 25 

Adams's Mediaeval Civilization 35 

Addison's Sir Roger de Coverley 30 

Aeschylus. Literally Translated 75 

Ann's German Grammar 70 

Aiken's Methods of Mind-Training 1 00 

Exercises in Mind-Training 1 00 

Alarcdn's El Capital Veneno 50 

Alden's Studies in Bryant 35 

Alexander's Brief History of the Hawaiian People . . 1 50 

Ames's Theory of Physics 1 60 

Ames & Bliss's Manual of Experiments in Physics . . 1 80 

Anderson's Study of English Words 40 

Andrews's New Manual of the United States Consti- 
tution 1 00 

Anthon's Latin Dictionary 2 50 

Apgar's (A. C.) Birds of the Eastern United States. 2 00 

Trees of the Northern United States 1 00 

Apgars' (E. A. and A. C.) New Plant Analysis 55 

Appletons' Physical Geography 1 60' 

School History of the World (Quackenbos) 1 22 

School Physics 1 20 

Armstrong & Norton's Laboratory Manual of 

Chemistry 50 

Arnold's (H.) Ein Regentag auf dem Lande 25 

Arnold's (M.) Sohrab and Rustum 20 

Arnold's (T. K.) Greek Prose Composition (Spencer) 1 05 

First and Second Latin Book (Mulholland) 1 00 

Latin Prose Composition (Mulholland) 1 00 

Key to the same 60 

Arrowsmith & Knapp's Selections from Viri Romae 75 

The same. . Text Edition 25 

Arrowsmith & Whicher's First Latin Readings 1 25. 

Autenrieth's Homeric Dictionary (Keep) 1 10 
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244 


Allay 


81 


Adamant 


'33 


Adapt 


232 


Holiday 


153 


Ahoy 


245 


Aiding 


245 


Aimless 


1/6 


Alacrity 


26 


Alarm 


63 


Alert 


93 


Amity 


94 


Amethyst 
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Anagram 


83 


Anchorite 


177 


Antelope 


116 


Apathy 


106 


Apex 


106 


Apart 


129 


Aqueduct 


63 


Aquiline 


94 


Arabian 


100 


Arbitrary 


160 


Ardent 


30 


Arbitration 


212 


Arcade 


177 


Arching 


177 


Archery 


177 


Arctic 


191 


Array 


191 


Arrested 


192 


Arrive 


212 


Auction 
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PRICE 

BACON'S New French Course $1 00 

Une Semaine a Paris 50 

Bardeen's Shorter Course in Rhetoric v 1 00 

Complete Rhetoric 1 50 

Barnes's Brief General History 1 60 

Brief History of Ancient Peoples 1 00 

Brief History of Modern Peoples 1 00 

Brief History of France 1 00 

Brief History of Greece 75 

Brief History of Rome 1 00 

Baskervill & Sewell's English Grammar 90 

Baumbach's Im Zwielicht. Vol. I. (Bernhardt) 65 

The same. Vol. II 65 

Baumbach & Wildenbruch's Es war Einmal 65 

Benedix's Der Prozess (Lambert) 30 

Bernhardt's Deutsches Sprach- und Lesebuch. Parti. 1 10 

The same. Part II 1 10 

German-English Vocabulary 75 

Deutsche Litteraturgeschichte 75 

Freudvoll und Leidvoll 65 

Besant's Life of Gaspard de Coligny 30 

Blaikie's Sound Bodies for Our Boys and Girls 40 

BlaisdelTs First Steps with American and British 

Authors. Revised 90 

Bowen's Astronomy by Observation 1 00 

Bowne's Metaphysics. Revised 1 60 

Introduction to Psychological Theory 1 75 

Philosophy of Theism 1 75 

Theory of Thought and Knowledge 1 50 

Principles of Ethics 175 

Brittain's Introduction to Caesar 75 

Brooke's English Literature. Revised (Johnson) ... 35 

Brook's Teacher's Register 70 

Browning's Dramas (Rolf e) 56 

Select Poems (Rolf e) 56 

Bryant & Stratton's New Common Sch. Book'p'g. 80 

Key to the Same 36 

Blanks for the same per set of five 30 

Blanks for the same. Separate each 06 

New High School Bookkeeping 1 50 

Blanks for the same. per set of six 84 

Part I. Journal, Ledger, Day Book 45 

Part II. Blank B'k, Cash B'k, Six Col. Journal 40 

New Countinghouse Bookkeeping 2 00 

Buehler's Practical Exercises in English 50 

Burke's Conciliation with the American Colonies ... 20 

Burnap & Wetmore's Polytechnic Collection 90 

Burnet's School Zoology 75 

Burns's Poems — Selections 20 

Butler's School English 75 

Byron's Poems — Selections .*. . 25 
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138 


Bachelor 


liv 


Bacillus 


2 


Barrister 


1 


Barrow 


63 


Bearer 


64 


Bearable 


64 


Beardless 


64 


Beaming 


64 


Beastly . 


64 


Beaten 
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Beetle 


161 


Befall 


161 


Before 


161 


Befriend 


lvi 


Begrime 


153 


Beginning 


153 


Begrudge 


154 


Beguile 


162 


Behave 


161 


Wedlock 


33 


Belated 


264 


Belong 


16 


Beloved 


90 


Bowing 


235 


Bowered 


235 


Bowknot 


236 


Bowler 


237 


Bowman 


237 


Bowsprit 


lviii 


Brimstone 


26 


Bronchitis 


253 


Brooded 


35 


Brother 


35 


Broomstick 


59 


Browbeat 


59 


Brownish 


59 


Bruised 


59 


Brushing 


59 


Brushwood 


59 


Brusquely 


59 


Brutally 


59 


Brutish 


59 


Bubble 


2 


Bucket 


30 


Bucolic 


261 


Budget 


117 


Buffalo 


30 


Bugler 


3 


Bulldog 


30 


Bygone 
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PRICE 

CAESAR. Text Edition $0 50 

i Caesar. Literally Translated 75 

Campbell's Observational Geometry 80 

Carlyle's Essay on Robert Burns 20 

Castegnier's Handbook of Greek and Roman 

History 50 

Cathcart's Literary Reader 1 15 

Chapman's Flora of the Southern United States. 

Revised 4 00 

Chaucer's Prologue and Knighte's Tale 25 

Church's Descriptive Geometry. 2 vols. Text and 

Plates 2 50 

Cicero De Finibus. Text Edition 50 

Cicero De Natura Deorum, etc. Text Edition 50 

Cicero De Senectute, De Amicitia, et De Officiis. 

Text Edition 50 

Ciceronis Orationes. Text Edition 50 

Ciceronis Tusculanae Disputationes. Text Edition. . 50 

Cicero on Oratory and Orators. Literally Translated 75 

Cicero's Orations. Literally Translated 75 

Cicero's Offices and Moral Works. Literally Trans- 
lated 75 

Cicero's Tusculan Disputations. Literally Translated 75 

Clark's Laboratory Manual in Practical Botany 96 

Clarke's Elements of Chemistry 1 20 

Cocker's Government of the United States 72 

Handbook of Punctuation 32 

Colby's Outlines of General History 1 50 

Coleridge's Rime of the Ancient Mariner 20 

College Entrance Requirements in English, for 

Study and Practice, 1901-1905 80 

Comfort's First Book in German 60 

German Course 1 00 

Manual of German Conversation 84 

Complete School Register 60 

Compton's First Lessons in Wood- Working 30 

Conant's Primer of German Literature 30 

Primer of Spanish Literature 30 

Cooley's Laboratory Studies in Chemistry 50 

New Elementary Chemistry 72 

New Text-Book of Chemistry 90 

Elements of Natural Philosophy. Revised 72 

New Text-Book of Physics 90 

Student's Manual of Physics 1 00 

Cooper's (J. Fenimore) Pilot 40 

Cooper's (S.) Animal Life 1 25 

Cooper's (V. K.) Tales from Euripides 30 

Cornell's New Physical Geography 1 12 

Coulter's Manual of Rocky Mountain Botany 1 62 

Cowper's The Task 30 

Cox's General History of Greece 1 2.S 
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Herbage 
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Highway 


38 


Cactus 


30 


Calcium 


65 


Casket 


17 


Catcher 


107 


Chamois 


30 


Chancellor 


39 


Churchyard 


210 


Heronry 


210 


Hermetically 


210 


Heroically 


210 


Hermitage 


210 


Hesitate 


210 


Hireling 


210 


Hindrance 


211 


Hitherto 


211 


Hissing 


107 


Claimed 


101 


Clatter 


84 


Coaster 


4 


Coating 


65 


Coldness 


30 


Collect 


33 


Collision 


154 


Combine 


154 


Combustion 


154 


Comfortable 


254 


Command 


257 


Commencing 


33 


Conceit 


33 


Concerning 


101 


Coolness 


102 


Cooperage 


102 


Copied 


95 


Copperas 


95 


Coquet 


95 


Cordage 


30 


Corncob 


117 


Cornered 


34 


Coroner 


129 


Corpuscle 


lO&t 


GorcfcNate 


7A 
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PRICE 

Coy's Latin Lessons $1 00 

Creighton's History of Rome 35 

Cremieux & Decourcelle's L'Abbe* Constantin 35 

Crockett's Plane and Spherical Trig. With tables . 1 25 

The same. Without tables 1 00 

Logarithmic and Trigonometric Tables. Separate 1 00 

Curtiss's Manual of Bookkeeping 81 

Blanks for the same per set of ten 75 

DANA'S (J. D.) Geological Story Briefly Told. 

Revised 1 15 

Revised Text-Book of Geology 1 40 

Manual of Geology. Revised 5 00 

Dana's (Mrs. W. S.) Plants and Their Children 65 

The same. Library Edition 1 20 

Daudet's L' Enfant Espion and Other Stories (Goodell) 45 

Tartarin de Tarascon (Fontaine) 45 

Selected Stories (Jenkins) 50 

Davies's Elements of Geometry amd Trigonometry. . 1 00 

Legendre's Geometry and Trigonometry 1 60 

Geometry. Separate 1 25 

Trigonometry, Mensuration, and Tables 1 00 

Key to Legendre's Exercises in Geometry 1 60 

Elements of Surveying (Van Amringe) 175 

Davis's Elements of Deductive Logic 90 

Elements of Inductive Logic 1 00 

Theory of Thought 2 00 

De Fivas's Grammar of French Grammars 87 

Defoe's History of the Plague in London 40 

Demosthenes. Literally Translated. 2 vols . . . each 75 

DeQuincey's Revolt of the Tartars 20 

Dewey's Psychology 1 25 

Dickens's Child's History of England 60 

Dodge's (C. W.) Elementary Practical Biology 1 80 

Dodge (C. C.) & Tuttle's Latin Prose Composition. . 75 

Dowden's Shakespeare 35 

Downey's Higher Algebra 1 50 

Higher Algebra. Part 1 90 

Dreyspring's Cumulative Method in German 1 20 

Easy Lessons in German 60 

First German Reader 60 

German Verb Drill 1 20 

Easy Lessons in French 60 

French Reader 75 

Dryden's Palamon and Arcite 20 

Dryer's Physical Geography 1 20 

Duff's Single and Double Entry Bookkeeping 2 25 

Duffet's New French Method (Hennequin) 1 20 

Key to the same 60 

French Method. Parts I. and II each 72 

i' La Toiipe Noire (Brandon) 40 
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178 


Coxcomb 


81 


Creation 


148 


Credulous 


42 


Crochet 


42 


Crocus 


42 


Crooked 


60 


Cunning 


60 


Curate 


125 


Dandy 


127 


Dancing 


126 


Danger 


108 


Dangled 


108 


Darken 


148 


Darner 


lv 


Dartingly 


liv 


Dashing 


43 


Decamp 


44 


Decaying 


44 


Deceitful 


44 


Deceive 


44 


Decently 


44 


Decided 


238 


Deduced 


239 


Deepen 


239 


Defame 


139 


Defrayed 


31 


Defunct 


232 


Holding 


31 


Deputy 


239 


Dexterous 


66 


Diagonal 


118 


Dogcart 


179 


Doctrine 


27 


Domain 


45 


Domestic 


45 


Domino 


154 


Dragonfly 


155 


Drainage 


155 


Dramatist 


155 


Drapery 


139 


Drawback 


139 


Dreadful 


31 


Druggist 


1 


Dresser 


60 


Dullness 


140 


Dumbly 


140 


Dumpling 


140 


Dungeon 


148 


Durable 
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PRICE 

EARLE'S Oedipus Tyrannus of Sophocles ..$1 25 

Eaton's Business Forms, Customs, and Accounts. 1 00 

Exercise Manual of Business Forms 50 

Key to the same 50 

Ebner-Eschenbach's Krambambuli (Spanhoofd) 25 

Eclectic Complete Bookkeeping (Mayhew) 50 

Key to the same 50 

Blanks for the same Per set of five 45 

Physiology (Brown) 60 

Edgren & Fossler's Brief German Grammar 75 

Egbert's Study of Latin Inscriptions 3 50 

Eginhard's Charlemagne 30 

Emerson's The American Scholar, Self -Reliance, 

Compensation 20 

English's American Ballads 30 

Erckmann-Chatrian's Madame Therese (Fontaine). 50 

Euripides. Text Edition. 2 vols each 50 

Euripides. Literally Translated. 2 vols each 75 



FASQUELLE'S Introductory French Course 
French Course 

Key to the same 

Fisher's Brief History of the Nations 

Outlines of Universal History 

The same. Part I. Ancient History 

The same. Part II. Mediaeval History 

The same. Part III. Modern History 

Flaggy A Writer of Attic Prose ... 

Fontaine's Douze Contes Nouveaux 

B*oresti's Italian Reader 

Korman's (L. L.) First Greek Book 

f orman's (S. E.) First Lessons in Civics 

The same. Special Edition for Maryland 

Foster & Tracy's Physiology and Hygiene 

Francois' Introductory French Prose Composition . . . 

franklin's Autobiography 

franklin Square Song Collection. Nos. 1, 2, 3, 4, 

,^^ 5, 6, 7, and 8 each 

freeman's History of Europe 

**reytag's Die Journalisten (Johnson) 

frieze's Quintilian. Books X. and XII 

Vergil's Aeneid (complete) 

Vergil's Bucolics, Georgics, and Aeneid (Six Books) 

.^Complete Works of Vergil 

^^yffe's History of Greece 

GANTVOORT'S High School Ideal 
Garner's Spanish Grammar 

Gastineau's Conversation Method in French. . 
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222 


Earnest 


60 


Earthly 


60 


Ease! 


60 


Easily 


162 


Ebonize 


61 


Embellish 


61 


Embitter 


61 


Embossed 


122 


Element 


155 


Encounter 


193 


Encouraged 


34 


Enervate 


31 


Engraving 


34 


Enjoyed 


149 


Enmity 


231 


Hiccough 


232 


Holly 



65 


140 


Falling 


1 35 


140 


Fashion 


90 


140 


Fastener 


1 50 


66 


Finance 


2 40 


67 


Finger 


1 00 


67 


Finite 


1 00 


67 


Firefly 


1 00 


67 


Firmness 


1 00 


lx 


Fish hawk 


45 


149 


Fitful 


1 05 


172 


Fondness 


1 20 


213 


Foolish 


60 


84 


Footfall 


60 


84 


Foraging 


35 


134 


Forbear 


25 


140 


Fragment 


35 


31 


Framewood 


60 


261 


Franchise 


35 


81 


Frantic 


35 


163 


Freshet 


1 20 


194 


Friendly 


1 30 


194 


Frigate 


1 30 


194 


Frivolous 


1 60 


194 


Frontal 


35 


82 


Furtive 


60 


262 


Garble 


1 25 
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PRICE 

Gastineau's Conversation Method in German $1 25 

Geikie's Geology 35 

Physical Geography 35 

George Eliot's Silas Marner 30 

Gibbon's Decline and Fall of the Roman Empire. 

Abridged 1 25 

Gildersleeve's Satires of Persius 90 

Olympian and Pythian Odes of Pindar 1 50 

Syntax of Classical Greek. Part 1 1 50 

Gilman's First Steps in English Literature 60 

Gladstone's Homer 35 

Gleason's Term of Ovid 75 

Xenophon's Cyropaedia 1 25 

Story of Cyrus ." 75 

Gleason & Atherton's First Greek Book 1 00 

Key to the same 50 

Golden's Laboratory Course in Wood-Turning 80 

Goldsmith's Vicar of Wakefield 35 

Select Poems (Rolf e) 56 

Goncourts' Works. Selections (Cameron) 1 25 

Gow's Good Morals and Gentle Manners 1 00 

Graham's English Synonymes 1 05 

Gray's (Asa) How Plants Grow 80 

How Plants Behave 54 

Lessons in Botany. Revised 94 

Field, Forest, and Garden Botany. Revised 1 44 

School and Field Book of Botany. Revised 1 80 

Manual of Botany. Revised 1 62 

The same. Tourist's Edition 2 00 

Lessons and Manual of Botany. Revised 2 16 

Gray's Botanical Text-Book : 

Vol. I. Structural Botany (Gray) 2 00 

Vol. II. Physiological Botany (Goodale) 2 00 

Gray & Coulter's Text-Book of Western Botany 2 16 

Gray, Watson, & Robinson's Synoptical Flora of 

North America. Vol. I., Part I., Fascicle I. 2 60 

The same. Vol. I., Part L, Fascicle II 2 60 

Gray's Poems. Selections 20 

Select Poems (Rolfe) 56 

Green's Short History of the English People 1 20 

Gregory's Political Economy 1 20 

Grofier's Inkognito (Lentz) 30 

Gudeman's Latin Literature of the Empire. Vol. I. 

Prose 1 80 

Latin Literature of the Empire. Vol. II. Poetry 1 80 

Guerber's Myths of Greece and Rome. . .' 1 50 

Myths of Northern Lands 1 50 

Legends of the Middle Ages 1 50 

Contes et L£gendes. Part 1 60 

The same. Part II 60 

Guyot's Physical Geography. Revised 1 60 
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156 


Gaslight 


135 


Gastritis 


135 


Gelatine 


31 


Generous 


74 


Gigantic 


194 


Gilding 


223 


Gimlet 


213 


Girdle 


18 


Glazier 


27 


Gleaner 


194 


Glimmer 


224 


Glibly 


223 


Glisten 


214 


Gloaming 


214 


Globular 


257 


Glossary 


31 


Glutton 


35 


Goddess 


149 


Cabinet 


240 


Gondola 
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Graduated 


111 


Granary 


110 


Grafting 


111 


Grandeur 


110 


Granite 


112 


Granulate 


112 


Grapevine 


112 


Graphite 


111 


Grasping 


109 


Grated 


109 


Gratify 


113 


Gravel 


113 


Graveyard 


113 


Gravity 


31 


Grazing 


35 


Greasy 


68 


Greatness 


88 


Greenhouse 


163 


Grenadier 


195 


Grievance 


195 


Guarantee 


259 


Guardian 


260 


Guerrilla 


259 


Guessing 


150 


Guidance 


150 


Guileless 


130 


Gutter 
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HADLEY & ALLEN'S Greek Grammar $1 50 

Hailmann's History of Pedagogy 60 

Hale's Lights of Two Centuries 1 40 

Hall's Elements of Algebra 1 00 

Key to the same 1 00 

Hallam's Middle Ages. Abridged 1 25 

Constitutional History of England. Abridged 1 25 

Halleck's Pyschology and Psychic Culture 1 25 

History of English Literature 1 25 

Ham's Mind and Hand 1 25 

Hauler's Easy Steps in Latin 75 

Hammel's Observation Blanks in Physics 30 

Harkness's Complete Latin Grammar 1 25 

Short Latin Grammar 80 

Standard Latin Grammar 1 12 

Easy Method for Beginners in Latin 1 20 

First Year in Latin 1 12 

Introduction to Latin Composition 1 05 

Introductory Latin Book 87 

New Latin Reader 87 

Caesar's Commentaries . . ; I 20 

Cicero's Orations 1 22 

Sallust's Catiline 90 

Preparatory Course in Latin Prose Authors 1 40 

First Greek Book 1 05 

Harkness & Forbes's Caesar's Gallic War 1 25 

Harper & Burgess's Inductive Latin Primer I 00 

Teacher's Manual to the same 10 

Inductive Latin Method 1 00 

Elements of Latin 1 00 

Harper & Castle's Inductive Greek Primer 1 25 

Greek Prose Composition 75 

Harper & Gallup's Cicero's Orations and Letters. . . 1 30 

The same. Text Edition 40 

Harper & Miller's Vergil's Aeneid. Six books 1 25 

Vergil's. Aeneid (six books) and Bucolics 1 50 

Harper & Tolman's Caesar's Gallic War 1 20 

The same. Text Edition 40 

Harper & Wallace's Xenophon's Anabasis. 7 Books 1 50 

Harper & Waters's Inductive Greek Method 1 00 

Harper's School Speakers : 

I. Arbor Day — Memorial Day 60 

II. Graded Selections 60 

III. Miscellaneous 60 

Harper's Diet, of Class. Lit. and Antiq. (Peck). Cloth 6 00 

The same. Half Leather 8 00 

The same in 2 vols. Cloth 7 00 

The same in 2 vols. Half Leather 10 00 

Harper's Latin Dictionary (Lewis & Short). Sheep 6 50 

The same. Russia 10 00 

Harrington's (C. L.) Physics for Grammar Schools. . 50 
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216 


Hackney 


246 


Hairless 


68 


Halted 


46 


Handling 


46 


Hangman 


75 


Halyard 


75 


Hammer 


240 


Hammock 


18 


Handful 


257 


Haplessly 


180 


Harass 


% 


Harangue 


181 


Harden 


183 


Hardware 


184 


Harmful 


182 


Harness 


182 


Harpoon 


182 


Harrowing 


183 


Harshly 


183 


Harmonica 


197 


Hatchway 


197 


Hateful 


197 


Hatred 


197 


Haughty 


216 


Hauled 


lis 


Hauberk 


185 


'Haunted 


185 


Hauteur 


185 j 


Havoc 


185 


Hawthorn 


217 i 


Hayloft 


216 


Hazardous 


198 


Hayrako 


198 


Hazily 


199 


Headache 


199 


Headland 


200 


Headstrong 


200 | 


Healthful 


225 


Hearing 


217 


Hearkening 


4, 


Helmsman 


4! 


Helpless 


4 


Helpmato 


197 


Holster 


197 


Homage 


197 


Homelike 


197 


Homeliness 


184 


Homemade 


184 


Homespun 


97 


Homicide 
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PRICE PAGE CODE WORD 



Harrington's (C. S.) Plautus' Captivi, Trinummus et 

Rudens $0 90 201 

Hazzard's Eutropius 75 201 

Henley's Manual of Pitman Phonography 1 25 61 

Hennequin's New Treatise on French Verbs 65 141 

Practical Lessons in Idiomatic French 87 141 

Herbermann's Sallust's Jugurthine War 1 12 202 

Business Life in Ancient Rome 30 34 

Herodotus. Text Edition. 2 vols each 50 231 

Herodotus. Literally Translated 75 232 

Herrick's Chapters on Plant Life 60 114 

Hewes's Anatomy, Physiology, and Hygiene 1 00 122 

Hewett's Elements of Psychology 85 241 

Heyse's Anf ang und Ende f Lentz) 30 163 

Das Madchen von Treppi, and Marion (Bernhardt) 30 164 

L'Arrabbiata (Lentz) 30 164 

Hill's Foundations of Rhetoric 100 4 

Principles of Rhetoric 1 20 6 

Our English 80 5 

Hillern's Hoher als die Kirche (Dauer) 25 165 

Himes's Milton's Paradise Lost 1 20 19 

Hinman's Eclectic Physical Geography 1 00 130 

Hinsdale's Art of Study 1 00 246 

Hitchcocks' Anatomy and Physiology. Revised 1 15 122 

Hoadley's Brief Course in General Physics 1 20 97 

Hoffmann's Sloyd System of Wood-Working 1 00 258 

Holders' Elements of Zoology : . 1 20 119 

Homer's Iliad. Literally Translated 75 232 

Homer's Odyssey. Literally Translated 75 232 

Hooker's Botany 35 135 

Horatius. Text Edition 50 210 

Horace. Literally Translated 75 211 

Hornbrook's Concrete Geometry 75 46 

Household Economy 42 258 

Hoxie's Civics for New York State 1 00 xlix 

Hume's History of England. Abridged 150 75 

Humphreys's Antigone of Sophocles 1 50 225 

Hunter's History of Philosophy 35 82 

Hurst & Whiting's Seneca 1 30 202 

Huxley's Introductory Science Primer 35 135 

Huxley & Youmans's Physiology and Hygiene 1 22 123 



IRISH'S Qualitative Analysis for Secondary Schools 
Irving's Sketch Book — Selections 

The same. Regent's Edition 

Tales of a Traveler 



50 102 

20 31 

50 xlvii 

50 31 Islander 



Homily 

Hostility 

Hotbed 

Hounding 

Hourglass 

Houseless 

Hovel 

Hidden 

Holdback 

However 

Howling 

Huckster 

Huddle 

Hueless 

Hugging 

Hugely 

Humanize 

Humanity 

Humble 

Humbug 

Humdrum 

Humidity 

Humiliate 

Hummer 

Humorsome 

Hurricane 

Hogshead 

Hoisting 

Hurriedly 

Heretic 

Hoarded 

Hydrometer 

Hydropathy 

hymnology 

Hyperbole 

Hyphen 

Hypothesis 

Hyssop 

Hysteria 

Hysterical 

Irascible 

Irritate 

Isinglass 



JAMES'S Daisy Miller 30 34 

Janet's Elements of Morals (Corson) 1 00 241 

Jannaris's Modern English-Greek Dictionary. . . 2 50 217 

Jebb's Greek Literature 35 27 

Jervia'a History of France \ IS U 



Jacket 
Jagged 
Jaguar 
Jealous 
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PRICE 



Jevons's Logic $0 35 

Political Economy 35 

Johnson's (C. F) English Words 84 

Elements of Literary Criticism. 80 

History of English and American Literature 1 25 

Johnson's (H.C.) Homer's Iliad. Books I., II., and III. 132 226 

Johnson's (S.) Alexander Pope (Stephens) 60 20 

Juvenal. Literally Translated 75 211 



PAGE 

136 

136 

7 

6 

19 



TTTEEP'S Greek Lessons 1 20 

^» Stories from Herodotus 90 

Keightley's Mythology of An. Greece and Italy 52 

Keiser's Laboratory Work in Chemistry 50 

Keller's First Year in German 1 00 

Second Year in German 1 20 

Bilder aus der Deutschen Litteratur 75 

Kennedy's What Words Say. Parts I. and II. . each 45 

Kidd's New Elocution and Vocal Culture 1 00 

Kimball's Structure of the English Sentence 75 

King's School Interests and Duties 1 00 

Rutland's Correspondence of Cicero 50 

Kitchel's Plato's Apology, Crito, and Phaedo 1 25 

The same. Text Edition 30 

Knapp's Stories from Aulus Gellius 30 

i Koopman's Mastery of Books 90 

Kuan's Elements of Spoken French 50 

T ABICHE & MARTIN'S Le Voyage de M. Per- 

-U richon (Castegnier) 35 

Lamberton's Thucydides. Books VI. and VII. 1 50 

Lancaster's Manual of English History. Revised. . 1 00 

lane's Latin Grammar 1 50 

lane & Morgan's School Latin Grammar 1 00 

languellier & Monsanto's Practical French Course . 1 45 

Key to the same 90 

langhlin's Elements of Political Economy 1 20 

Lawrence's Primer of Greek Literature 30 

Primer of Latin Literature 30 

Primer of Mediaeval Literature 30 

English Literature Primer — Romance Period 30 

English Literature Primer — Modern Period .... 30 

Leander's Tr'aumereien (Hanstein) 35 

Leavitt's Outlines of Botany 1 00 

The same. With Gray's Field, Forest and Gar- 
den Flora 1 80 

Le Conte's Compend of Geology. Revised 1 20 

Legouve & Labiche's La Cigale (Farrar) 25 

Lessing's Minna von Barnhelm (Lambert) 50 

Lewis's History of Germany 1 50 

Elementary Latin Dictionary. Half Leather 2 00 

Latin Dictionary for Schools. Cloth 4 50 

Latin Dictionary for Schools. Half Leather 5 00 
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226 

260 

103 

156 

157 

165 

8 

8 

8 

247 

202 

226 

226 

203 

20 

141 
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227 

69 

185 
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142 

142 

88 

34 

34 

34 

34 

34 

166 
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lii 
128 
150 
166 

76 
187 
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CODE WORD 

Jetsam 

Jettison 

Jocose 

Jocular 

Jingling; 

Jogging 

Jointly 

Hobnail 

Kaffir 

Kalsomine 

Kangaroo 

Katydid 

Kayak 

Keeling 

Keenness 

Kersey 

Kilndried 

Kindness 

Kingdom 

Knapsack 

Knavery 

Kneaded 

Kneecap 

Knighthood 

Kowtow 



Labarum 

Labyrinth 

Landfall 

Lancer 

Landscape 

Languorous 

Lapidary 

Laudable 

Launching 

Laundress 

Laureate 

Lavishly 

Lawyer 

Vocable 

Lawsuit 

Laxity 

Laziness 

Leaflet 

Leakage 

Leapfrog 

Leapyear 
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PRICE LIST AND INDEX 



PRICE PAGE 

Liddell's History of Rome $1 25 77 

Liddell & Scott's Greek-English Lexicon. Sheep. 10 00 218 

The same. Abridged Edition. Half Leather . 1 25 218 

The same. Intermediate Edition. Cloth 3 50 218 

The same. Intermediate Edition. Half Leather 4 00 218 

Lincoln's Horace 1 22 203 

Livy 122 203 

Lindsay's Cornelius Nepos. Revised 1 10 204 

The same. Text Edition 40 204 

Satires of Juvenal 1 00 204 

Little's Grammatical Index to the Chandogya- 

Upanisad 1 00 234 

Livy. Literally Translated. 2 vols each 75 211 

Lockyer's Astronomy 35 136 

Lodge's History of Modern Europe 1 50 77 

Loomis's Progressive Glee and Chorus Book 84 262 

Lord's Cicero's Laelius de Amicitia 70 204 

Lucretius. Text Edition 50 210 

Lupton's Scientific Agriculture 35 136 

Lyell's Elements of Geology (Judd) 2 25 128 

MACAULAY'S Second Essay on the Earl of 

Chatham 20 31 

Essay on Milton 20 31 

Essay on Addison 20 31 

Life of Samuel Johnson 20 31 

Lays of Ancient Rome (Rolfe) 56 36 

John Hampden — Lord Burleigh 30 34 

Lord Bacon 30 34 

Lord Clive 30 34 

Samuel Johnson 30 34 

Warren Hastings 30 34 

Earl of Chatham 30 34 

William Pitt 30 34 

Goldsmith — Bunyan — Madame D'Arblay 30 34 

Milton— Byron 30 34 

Machiavelli — Horace Walpole 30 34 

Macy & Norris's General Physiology for High Schools 1 10 123 

Mahaffy's Old Greek Life 35 82 

Mairet's La TSche du Petit Pierre (Healy) 35 151 

L'Enfant de la Lune (Healy) 35 lv 

Maloney's St. Basil on Greek Literature 75 228 

March's Anglo-Saxon Grammar 1 80 8 

Anglo-Saxon Reader 1 10 8 

Latin Hymns 1 30 205 

Tertullian— Selected Works 1 30 205 

Martin's Civil Government 90 85 

The same. Western Edition 90 85 

Mather & Wheeler's Latin Prose Writing . 1 00 188 

Key to the same 50 188 

Mathews's Songs of All Lands 50 262 



CODE WORD 

Leveler 

Liability 

Libation 

Liberator 

Libretto 

Licorice 

Lictor 

Lifeboat 

Lighten 

Ligneous 

Ligature 

Hoarsely 

Loathsome 

Lobelia 

Lounger 

Lovelorn 

Herringnet 

Lubricate 

Luxury 



Macadam 

Macaroni 

Macerate 

Machine ■ 

Mackerel 

Madcap 

Madrigal 

Magazine 

Magenta 

Magical 

Magistrate 

Magnesia 

Magnetism 

Magnify 

Magnitude 

Magpie 

Mahogany 

Maidenly 

Mainmast 

Mailbag 

Malcontent 

Malefactor 

Malicious 

Malignant 

Maltese 

Maltreat 

Mammalia 

Mammoth 

Manacle 
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PRICE 

Matthews's Introduction to American Literature. . .$1 00 

Maxwell's Advanced Lessons in English Grammar 60 

Maxwell & Smith's Writing in English 75 

McCaskey's Lincoln Literary Collection 1 00 

Favorite Songs and Hymns 80 

McCleary's Studies in Civics 1 00 

Teachers' Manual to Studies in Civics 1 00 

McGuffey's New Eclectic Speaker 80 

McMahon & Snyder's Differential Calculus 2 00 

McMaster's School History of the United States. ... 1 00 
McNeill & Lynch's Intro. Lessons in English Liter- 
ature 1 00 

Mellick's Latin Composition 40 

Merivale's General History of Rome 1 25 

Merriam's Herodotus. Books VI. and VII 1 50 

Merrill's Fragments of Roman Satire. 75 

Miller's Ovid— Selected Works 1 40 

Milne's Grammar School Algebra 50 

Elements of Alggbra 60 

Key to Elements and Grammar School Algebras 60 

High School Algebra 1 00 

Key to the same 1 00 

Academic Algebra 1 25 

Key to the same 1 50 

Plane and Solid Geometry 1 25 

Plane Geometry. Separate 75 

Solid Geometry. Separate 75 

Key to Plane and Solid Geometry 1 25 

Milton's L' Allegro, II Penseroso, Comus, Lycidas. . 20 

Paradise Lost. Books I. and II 20 

Minor Poems (Rolf e) 56 

Monsanto & Languellier's Practical Spanish Course 1 25 

Monteith's New Physical Geography 1 00 

Mooney's Brief Latin Grammar 75 

Morey's Outlines of Roman History 1 00 

Morgan's Patriotic Citizenship 1 00 

Morris's (R. A.) Physical Education 1 00 

Morris's (R.) English Grammar 35 

Morris & Bowen's English Grammar Exercises .... 35 

Moser's Der Bibliothekar (Cooper) 45 

Miiller's Political History of Recent Times 2 00 

Munson's Complete Phonographer 1 50 

Phonographic Charts. Part I. and II each 88 

The same. Mounted separately 1 40 

The same. Mounted together per set 2 10 

Murray's Integral Calculus 2 00 

Mnzzarelli's Academic French Course. First Year 1 00 

Key to the same 1 00 

Academic French Course. Second Year 1 00 

Key to the same 1 00 

Brief French Course 1 IS 



PAGE 


CODB WORD 


21 


Manager 


9 


Mandatory 


9 


Maneuver 


22 


Mangrove 


263 


Maniac 


84 


Manicure 


85 


Manifest 


10 


Material 


39 


Mattress 


70 


Matrimony 


22 


Mattock 


lix 


Mazurka 


78 


Meadow 


228 


Medallion 


205 


Mealtime 


206 


Microbe 


48 


Milkman 


47 


Milling 


47 


Millet 


48 


Millwright 


48 


Mimic 


47 


Mimosa 


47 


Miltonic 


49 


Mineral 


49 


Miniature 


49 


Minimize 


49 


Minister 


31 


Minnow 


31 


Minority 


36 


Minuet 


174 


Misapply 


131 


Molar 


189 


Mollusk 


71 


Monastic 


85 


Mongrel 


264 


Monkey 


27 


Monocle 


28 


Monogram 


lvi 


Monument 


71 


Monsoon 


61 


Monster 


62 


Muddy 


62 


Muffin 


62 


Mulatto 


40 


Multiply 


142 


Mummy 


142 


Murderer 


142 


Muster 


WL 


Uto&Wato 
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PRICE LIST AND INDEX 



PRICE PAGE 

NATIONAL Geographic Monographs : 

Physiographic Processes J. W. Powell. .$0 20 131 

Physiographic Features J. W. Powell 20 131 

Physiographic Regions of the U.S.. J.W. Powell 20 131 
Present and Extinct Lakes of Nevada 

I. C. Russell 20 131 

Beaches of the Atlantic Coast . . .N. S. Shaler 20 131 

The Northern Appalachians Bailey Willis 20 131 

Niagara Falls and Their History. . G. K.Gilbert 20 131 

Mt. Shasta— A Typical Volcano . . J. S. Diller 20 131 
Physical Geography of Southern New England. 

W. M. Davis 20 131 

The Southern Appalachians .... C. W. Hayes 20 131 

The same complete in ten numbers 2 50 131 

National Algebra Tablets. Nos. 1, 2, and 3. per dozen 1 50 50 

Answers to the same each 05 50 

Natural Advanced Music Reader (Ripley & Tapper) 1 00 263 

Needham's Elementary Lessons in Zoology 90 119 

Newcomb's Popular Astronomy. School Edition ... 1 30 • 91 

Elements of Astronomy 1 00 91 

Newhall's Plato's Charmides, Laches, and Lysis ... 1 25 228 

Nichol's English Composition 35 28 

Nicholson's Text-Book of Zoology. Revised 138 120 

Introduction to the Study of Biology 52 120 

Nodier's Le Chien de Brisquet and Other Stories (Syms) 35 15 1 

Nordhoff's Politics for Young Americans. Revised 75 85 

OLLENDORFF'S Method of Learning Italian 

(Foresti) 1 05 173 

Key to the same 70 173 

Method of Learning German (Adler) 87 158 

Key to the same 70 158 

Grammar for Germans to Learn English (Gands) 1 05 158 

Orton's Comparative Zoology. Revised. (Dodge). . 1 80 120 

Overton's Applied Physiology. Advanced 80 123 



PAGE'S Theory and Practice of Teaching(Branson) 1 00 247 
Theory and Practice of Teaching (Payne) . . . 1 00 247 

Peabody's Moral Philosophy 90 242 

Pearson's Greek Prose Composition 90 219 

Key to the same 50 219 

Peck (H. T.) & Arrowsmith's Roman Life in Latin 

Prose and Verse 1 50 207 

Peck's (W. G.) Ganot's Natural Philosophy. Revised 1 20 98 

Peile's Philology 35 28 

Peterman's Civil Government 60 86 

Special Editions for New York. New Jersey, Pennsylvania, 
North Carolina, Kentucky, Tennessee. West Vir- 
ginia, Ohio, Michigan, Iowa, Colorado, Georgia, and 
Oregon. 



CODE WORD 

Narrowness 

Nasturtium 

Nativity 

Nautical 

Nautilus 

Navigable 

Nearby 

Neatness 

Nebulous 

Necessary 

Necrology 

Negative 

Neglected 

Refraction 

Nightfall 

Nippers 

Nitrate 

Nomadic 

Nominal 

Nonchalant 

Nondescript 

Northward 

Nosegay 



Olympic 

Ominously 

Omission 

Omnibus 

Onerous 

Oracle 

Overflow 



Pageant 

Pagoda 

Peculation 

Peculiar 

Pecuniary 

Peeling 
Penetrate 
Pensioner 
Penumbra 
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PRICB 

CAESAR. Text Edition $0 50 

' Caesar. Literally Translated 75 

Campbell's Observational Geometry 80 

Carlyle's Essay on Robert Burns 20 

Castegnier's Handbook of Greek and Roman 

History 50 

Cathcart's Literary Reader 1 15 

Chapman's Flora of the Southern United States. 

Revised 4 00 

Chaucer's Prologue and Knighte's Tale 25 

Church's Descriptive Geometry. 2 vols. Text and 

Plates 2 50 

Cicero De Finibus. Text Edition 50 

Cicero De Natura Deorum, etc. Text Edition 50 

Cicero De Senectute, De Amicitia, et De Omciis. 

Text Edition 50 

Ciceronis Orationes. Text Edition 50 

Ciceronis Tusculanae Disputationes. Text Edition. . 50 

Cicero on Oratory and Orators. Literally Translated 75 

Cicero's Orations. Literally Translated 75 

Cicero's Offices and Moral Works. Literally Trans- 
lated 75 

Cicero's Tusculan Disputations. Literally Translated 75 

Clark's Laboratory Manual in Practical Botany 96 

Clarke's Elements of Chemistry 1 20 

Cocker's Government of the United States 72 

Handbook of Punctuation • 32 

Colby's Outlines of General History 1 50 

Coleridge's Rime of the Ancient Mariner 20 

College Entrance Requirements in English, for 

Study and Practice, 1901-1905 80 

Comfort's First Book in German 60 

German Course 1 00 

Manual of German Conversation 84 

Complete School Register 60 

Compton's First Lessons in Wood- Working 30 

Conant's Primer of German Literature 30 

Primer of Spanish Literature 30 

Cooley's Laboratory Studies in Chemistry 50 

New Elementary Chemistry 72 

New Text-Book of Chemistry 90 

Elements of Natural Philosophy. Revised 72 

New Text-Book of Physics 90 

Student's Manual of Physics 1 00 

Cooper's (J. Fenimore) Pilot 40 

Cooper's (S.) Animal Life 1 25 

Cooper's (V. K.) Tales from Euripides 30 

Cornell's New Physical Geography 1 12 

Coulter's Manual of Rocky Mountain Botany 1 62 

•The Task 30 

era! History ot Greece 1 2.S 
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CODE WORD 


210 


Herbage 


210 


Highway 


38 


Cactus 


30 


Calcium 


65 


Casket 


17 


Catcher 


107 


Chamois 


30 


Chancellor 


39 


Churchyard 


210 


Heronry 


210 


Hermetically 


210 


Heroically 


210 


Hermitage 


210 


Hesitate 


210 


Hireling 


210 


Hindrance 


211 


Hitherto 


211 


Hissing 


107 


Claimed 


101 


Clatter 


84 


Coaster 


4 


Coating 


65 


Coldness 


30 


Collect 


33 


Collision 


154 


Combine 


154 


Combustion 


154 


Comfortable 


254 


Command 


257 


Commencing 


33 


Conceit 


33 


Concerning 


101 


Coolness 


102 


Cooperage 


102 


Copied 


95 


Copperas 


95 


Coquet 


95 


Cordage 


30 


Corncob 


117 


Cornered 


34 


Coroner 


129 


Corpuscle 


108 


Correlate 


34 
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PRICE PAGE 

Robinson's New University Algebra $1 58 54 

Key to the same 1 50 54 

New Geometry and Trigonometry 1 60 55 

Elements of Geometry. Separate 90 55 

Elements of Trigonometry. Separate 90 55 

Key to Geometry and Trigonometry 1 60 55 

Rockwood's Cicero's Cato Maior de Senectute 75 207 

Rogers's French Sight Reading 40 144 

Rolfe's Study of English (Hints to Teachers) 36 249 

Roscoe's Chemistry 35 137 

Rowland & Ames's Elements of Physics 1 00 98 

Ryan's Vocalist for Schools 60 263 

SAINTSBTJRY'S Primer of French Literature 30 34 

Sallust. TextEdition 50 210 

Sallust. Literally Translated 75 211 

Sanders's Elements of Plane Geometry 75 55 

Schaeffer's Bible Readings for Schools 35 255 

Schanz's Der Assistent and Other Stories (Beinhorn) 35 168 

Schiller's Gustav Adolf in Deutschland (Bernhardt). 45 169 

Schultz's La Neuvaine de Colette (Lye) 45 152 

Schuyler's Principles of Logic 60 243 

Scientific Memoirs — Edited by Dr. J. S. Ames: 
The Free Expansion of Gases. Memoirs by Gay- 
Lussac, Joule, and Joule and Thomson. 

(Ames) 75 132 

Prismatic and Diffraction Spectra. Memoirs by 

Joseph von Fraunhofer. (Ames) 60 132 

Rontgen Rays. Memoirs by Rontgen, Stokes, and 

J.J.Thomson. (Barker) 60 132 

The Modern Theory of Solution. Memoirs by 
PfeflEer, Van't Hoff, Arrhenius, and Raoult. 

(Jones) 100 132 

The Laws of Gases. Memoirs by Boyle and 

Amagat. (Barus) 75 132 

The Second Law of Thermodynamics. Memoirs 

by Carnot, Clausius, and Thomson. (Magie) . 90 132 
The Fundamental Laws of Electrolytic Conduc- 
tion. Memoirs by Faraday, Hittorf, and 

Kohlrausch. (Goodwin) 75 132 

The Effects of a Magnetic Field on Radiation. 
Memoirs by Faraday, Kerr, and Zeeman. 

(Lewis) 75 132 

The Laws of Gravitation. Memoirs by Newton, 

Bouguer, and Cavendish. (Mackenzie) 1 00 132 

The Wave Theory of Light. Memoirs by Huygens, 

Young, and Fresnel. (Crew) 1 00 132 

The Discovery of Induced Electric Currents. 

Vol.1. Memoirs by Joseph Henry. (Ames). 75 132 
The same. Vol. II. Memoirs by Michael 

Faraday. (Ames) 75 132 



CODB WORD 

Remunerate 

Renegade 

Renewal 

Repair 

Repealing 

Repeater 

Republic 

Repudiate 

Revive 

Rocket 

Romance 

Rustic 

Sackcloth 

Heredity 

Highborn 

Sacredly 

Saltness 

Salvation 

Salutary 

Sampler 

Sapphire 



Scabbard 

Scaffold 

Scalded 

Scaliness 

Scallop 

Scalpel 

Scamper 

Scandal 

Scantling 

Scarceness 

Scarecrow 

Scarify 
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PRICE 

Scott's Ivanhoe $0 50 

Marmion 40 

Lady of the Lake 30 

The Abbot 60 

Woodstock 60 

Scribner's Bookkeeping Exercises. Fart I., Single 

Entry. Part II., Double Entry. . . .per dozen 3 36 

Searing's Virgil's Aeneid (six books), Bucolics, 

and Georgics 1 60 

Virgil's Aeneid. Six books 140 

Seeley's History of Education 1 25 

Seeman's Mythology of Greece and Rome 60 

Seidel's Die Monate (Arrowsmith) 25 

Der Lindenbaum and Other Stories (Richard) ... 25 

Herr Omnia (Matthewman) 25 

Leberecht Hiihnchen und andere Sonderlinge ... 50 

Sensenig's Elementary Algebra — with Answers .... 1 16 

The same — without Answers 1 08 

Key to the same 1 00 

Answers to the same. 10 

Advanced Algebra 1 40 

The same. Fart I. Separate 120 

The same. Part IL Separate 1 08 

Key to the same 1 40 

SeVigne's Works — Selected Letters (Syms) 40 

Shakespeare's Complete Series. (Rolfe): 

A Midsummer-Night's Dream 56 

All's Well That Ends Well 56 

Antony and Cleopatra 56 

As You Like It 56 

Coriolanus 56 

Cymbeline 56 

Hamlet 56 

Henry IV. Parti 56 

HenrylV. Part II 56 

Henry V 56 

HenryVL Parti 56 

Henry VI. Part II 56 

HenryVI. Part HI 56 

Henry VHI : 56 

Julius Caesar 56 

King John 56 

King Lear 56 

Love's Labour's Lost 56 

Macbeth , 56 

Measure for Measure 56 

Merry Wives of Windsor 56 

Much Afio About Nothing 56 

Othello 56 

Pericles S6 

Richard II S6 
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32 


Schooner 


32 


Scimitar 


32 


Scintillate 


32 


Scissors 


32 


Scoffer 


62 


Screaming 


208 


Seaboard 


208 


Sealer 


250 


Seamless 


260 


Season 


169 


Seaweed 


169 


Seclude 


170 


Secretary 


170 


Secretive 


56 


Security 


56 


Sedative 


56 


Sediment 


56 


Sedition 


56 


Seductive 


56 


Seedling: 


56 


Seemly 


56 


Seesaw 


152 


Syrup 


36 


Reputable 


36 


Resigned 


36 


Reticent 


36 


Require 


36 


Retention 


36 


Retaliate 


36 


Resuming 


36 


Respecter 


36 


Respite 


36 


Respondent 


36 


Responsive 


36 


Restaurant 


36 


Restless 


36 


Restorer 


36 


Retarded 


36 


Resolute 


36 


Retainer 


36 


Resent 


36 


Restrict 


36 


Resinous 


36 


Resemble 


36 


Requital 


36 
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PRICE PAGE 

Shakespeare's Richard III $0 56 36 

Romeo and Juliet 56 36 

Sonnets 56 36 

The Comedy of Errors 56 36 

The Merchant of Venice 56 36 

The Taming of the Shrew 56 36 

The Tempest 56 36 

The Two Noble Kinsmen 56 36 

The Winter's Tale 56 36 

Timon of Athens 56 36 

Titus Andronicus 56 36 

Troilus and Cressida 56 36 

Twelfth Night 56 36 

Two Gentlemen of Verona 56 36 

Venus and Adonis, etc 56 36 

Shakespeare's Julius Caesar 20 32 

Twelfth Night 20 32 

Merchant of Venice 20 32 

A Midsummer-Night's Dream 20 32 

As You Like It 20 32 

Tragedy of Macbeth 20 32 

Hamlet 25 32 

Shaw's Laboratory Exercises in Chemistry 40 liii 

Shoup's History and Science of Education 1 00 251 

Sickels's Exercises in Wood- Working 1 00 258 

Sihler's Protagoras of Plato 75 229 

Silva & Fourcaut's Lectura y Conversacidn 60 Ivii 

Sir Roger de Coverley Papers m . 20 32 

Skeat's Smaller Etymological Dictionary. . .". 1 25 11 

Skinner's Readings in Folk-Lore 1 00 24 

Schoolmaster in Literature 1 40 24 

Schoolmaster in Comedy and Satire 1 40 25 

Small & Vincent's Study of Society 1 80 88 

Smart's Manual of School Gymnastics 30 264 

Smiley & Storke's Beginner's Latin Book 1 00 190 

Smith's (M. W.) Studies in English Literature 1 20 25 

Smith's Smaller History of Greece. Rev. (Brownson) 1 00 79 

Smaller History of Rome. Revised. (Greenidge) 1 00 80 

Old Testament History 1 25 79 

New Testament History 1 25 78 

Smaller Scripture History 60 80 

Italian Principia. Part I 75 173 

The same. Part II 90 173 

Principia Latina. Part 1 55 191 

The same. Part II 90 191 

Initia Graeca. Part 1 60 220 

Appendix to the same 40 220 

English-Latin Dictionary. Sheep 4 00 190 

Dictionary of Greek and Roman Antiquities 4 25 208 

Smaller Classical Dictionary 1 25 209 

Smithey's Civil Government of Virginia 60 86 
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Resonance 

Restraint 

Retrocede 

Research 

Repugnant 

Residence 

Repulsion 

Retreat 

Resist 

Retinue 

Retrench 

Retiring 

Rescue 

Reserve 

Retrieval 

Shady 

Shaken 

Shallow 

Shambles 

Shameful 

Shamrock 

Shapeless 

Shaveling 

Shrewdness 

Shrinkage 

Sidelong 

Simpleton 

Adder 

Skeleton 

Skeptic 

Sketching 

Skillful 

Smartness 

Smearing 

Smokeless 

Smolder 

Snobbish. 

Snowball 

Snowshoe 

Snuffbox 

Soapsuds 

Soiling 

Sojourn 

Solace 

Soldier 

Solemnly 

Solicit 

Solidity 

Anxious 

Soluble 

Southward 
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PRICE 

Sophocles. Text Edition $0 50 

Sophocles. Literally Translated 75 

Southey's Life of Nelson 40 

Southwick's Steps to Oratory 1 00 

Spencer's Inventional Geometry 35 

Spyri's Rosenresli and Der Toni von Kandergrund 25 

Stedman's Modern Greek Mastery 1 50 

Steele's Hygienic Physiology 1 00 

Popular Astronomy. Revised. (M. L. Todd) 1 00 

Popular Physics 1 00 

Popular Chemistry 1 00 

Popular Zoology 1 20 

Fourteen Weeks in Geology 1 00 

Fourteen Weeks in Physiology 1 00 

Manual of Science for Teachers 1 00 

Stern's Geschichten vom Rhein 85 

Geschichten von Deutschen Stadten 1 25 

Stewart's Physics 35 

Stifter's Das Heidedorf (Lentz) 25 

Stoddard's Outline of Qualitative Analysis 75 

Storer & Lindsay's Elementary Manual of Chemistry 1 20 

Storm's Immensee (Dauer) 25 

Strickland's Lives of the Queens of England. 

Abridged 1 25 

Swett's American Public Schools 1 00 

School Elocution 1 00 

Swinton's New Word Analysis 35 

• New School Composition 32 

Studies in English Literature 1 20 

Outlines of the World's History 1 44 

Syms's First Year in French 50 

Second Year in French 1 00 

Third Year in French 1 20 

TACITUS. Literally Translated. 2 vols each 75 

Tales from the Odyssey 30 

Tanner & Allen's Analytic Geometry 2 00 

Teacher's Complete Pocket Record 45 

Tenney'fl (S.) Elements of Zoology 1 60 

Manual of Zoology. Revised 2 00 

Tenneys' (S. and A. A.) Natural History of Animals. 

Revised 1 20 

Tennyson's Idylls of the King— Selections 20 

Princess 20 

Terence. Literally Translated 75 

Thackeray's English Humorists. Vols. I. and II., ea. 30 

Thalheimer's General History. Revised 1 20 

Thayer's Greek-English Lexicon of the New Testa- 
ment. Cloth 5 00 

The same. Half Leather 6 50 

Taucydides. Literally Translated 1 $ 
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231 


Highland 


232 


Hollow 


32 


Sovereign 


12 


Sower 


137 


Spoonful 


170 


Sporadic 


220 


Stanchion 


124 


Standstill 


91 


Stanza 


99 


Starboard 


104 


Starfish 


121 


Startle 


128 


Station 


124 


Statuary 


99 


Steamer 


170 


Steerage 
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Stellar 


137 


Stencil 


171 


Stillness 


104 


Stimulate 


105 


Stipulation 


171 


Stockade 


80 


Stoker 


251 


Stoneware 


12 


Stowaway 


13 


Stroller 


13 


Stumble 


25 


Stupefy 


72 


Sublimity 


145 


Syntax 


145 


Synthetic 


145 


Syringe 


211 


Hoarfrost 


35 


Tableau 


41 


Tactical 


254 


Teamster 


121 


Technical 


121 


Tedious 


122 


Teaspoon 


33 


Telescope 


33 


Teetotal 


211 


Hockey 


35 


Theater 


73 


Theology 


220 


Thistle 


220 


^TVkktvi 
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PRICE 

Tighe's Roman Constitution $0 35 

Todd's New Astronomy 1 30 

Tolman's Guide to Old Persian Inscriptions 1 50 

Tolman & Stevenson's Herodotus and the Empires 

of the East . ; 1 00 

Townsend's Analysis of Civil Government 1 08 

Shorter Course in Civil Government 72 

Tozer's Classical Geography 35 

Tracy's (J. C.) Introductory Course in Mechanical 

Drawing 1 80 

Tracy's (J. L.} School Record 55 

Teacher's Pocket Record 45 

Tracy's (R. S.) Essentials of Anatomy, Physiology, 

and Hygiene 1 00 

Outlines of Anatomy, Physiology, and Hygiene ... 1 00 

Traub's Spanish Verb 1 00 

Treat's Home Studies in Nature 90 

Tyler's Histories of Tacitus 1 22 

Germania and Agricola of Tacitus 87 

VAN BERGEN'S Story of Japan 1 00 

Vergil's Aeneid (complete). Text Edition. ... 50 

Eclogues and Georgics. Text Edition 25 

Vergilius. Text Edition 50 

Virgil's Complete Works. Literally Translated 75 

Voltaire's Works — Selected Letters (Syms) 75 

WADDY'S Elements of Composition and Rhetoric 1 00 

Wait's Ten Orations of Lysias 1 25 

The same. Text Edition 30 

Waldo's Elementary Meteorology. 1 50 

Ward's Letter Writing and Business Forms. Nos. 1 

and 2 each 10 

The same. Nos. 3 and 4 each 15 

Watkins's American Literature 35 

Webster's (D.) Bunker Hill Orations 20 

Webster's High School Dictionary 98 

Academic Dictionary. Cloth, $1.50; Indexed... 1 80 

The same. Half Leather, $2.75 ; Indexed. ... 3 00 

Countinghouse Dictionary 2 40 

Condensed Dictionary. Cloth, $1.44; Indexed. . . 1 75 

The same. Half Leather, $2.75; Indexed .... 3 00 

Wendel's History of Egypt 35 

West's Terence 1 50 

Westcott & Hort's Greek-English New Testament. . 3 50 

Greek New Testament. Text Edition 1 00 

Whipple's Ruf us Choate 30 

WTiite's School Algebra — with or without Answers . 1 00 

Key to the same 1 00 

Elements of Plane and Solid Geometry 1 25 

Key to the same. 1 00 
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82 


Timepiece 


92 


Toboggan 


233 


Toilsome 


234 


Token 


86 


Tomato 


86 


Tombstone 


28 


Tonic 


256 


Tonnage 


254 


Torpedo 


254 


Trackless 


125 


Traction 


125 


Traffic 


174 


Tragedy 


122 


Trample 


209 


Tranquil 


209 


Typhoid 


73 


Vacant 


209 


Vegetable 


209 


Vellum 


210 


Herdsman 


211 


Hilarity 


152 


System 


13 


Wabble 


229 


Wadding 


229 


Wafer 


132 


Wafting 


62 


Waggishly 


62 


Wagoner 


28 


Wailing 


33 


Wanderer 


14 


Warbling 


15 


Wardenship 


15 


Wardrobe 


15 


Warehouse 


16 


Wareroom 


16 


Warfare 


83 


Waspish 


209 


Watchman 


230 


Watercolor 


231 


Watercress 


35 


Watercure 


56 


Waterworks 


56 


Wavering 


57 


Waviness 


57 


Waxworks 
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PRICE 

White's Plane Geometry. Separate $0 75 

School Management 1 00 

Elements of Pedagogy 1 00 

Art of Teaching 1 00 

Teacher's Class Record £0 

Wight's Selections from the Bible 40 

Wilbrandt's Der Meister von Palmyra (Henckels) . . 80 

Wilkins's Roman Antiquities 35 

Willis's Practical Flora 1 50 

Willoughby's Rights and Duties of American Citi- 
zenship 1 00 

Wilson's Treatise on Punctuation 1 00 

Winslow's Principles of Agriculture 60 

Wood's Object Lessons in Botany 1 00 

Lessons in Botany. Revised (Willis) 90 

New American Botanist and Florist. Revised 

(Willis) 1 75 

Descriptive Botany 1 25 

Class Book of Botany 2 50 

Illustrated Plant Record 55 

Wordsworth's Poems — Selections 20 

Select Poems (Rolfe) 56 

"Worman's First French Book 40 

Second French Book 40 

French Echo. Conversation 90 

Grammaire Francaise 1 00 

Key to the same 60 

First German Book 30 

Second German Book 40 

First and Second German Books. 1 vol 75 

Elementary German Grammar 1 00 

Complete German Grammar 1 40 

Elementary German Reader 90 

Collegiate German Reader 1 25 

German Echo. Conversation . . . . 90 

First Spanish Book 40 

Second Spanish Book 40 

"VENOPHONTIS Anabasis. Text Edition 50 

<*X Xenophontis Libri Socratici. Text Edition ... 50 

Xenophon. Literally Translated 75 

YONGE'S (C. D.) English-Greek Lexicon (Drisler). 

Sheep 4 50 

Yonge's (C. M.) History of France 35 

Yomnans's Descriptive Botany 1 20 

ZSCHOKKE'S Der Zerbrochene Krug (Roelker) . 25 

Zundel & Ryan's School Harmonist. Vocal. . 40 
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Waxlike 


252 


Wayfarer 


252 


Waylay 
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Weakfish 


254 


Wearable 


256 


Wedded 


172 


Wedge 


83 


Weedy 


114 


Weevil 


87 


Weighty 


16 


Worming 


255 


Wormhole 


115 


Wormwood 


115 


Worriment 


115 


Worrisome 


115 


Worry 


114 


Worshipper 


115 


Worshipful 


33 


Wrangler 


36 


Wrapper 


146 


Wrathful 


147 


Wrenching 


147 


Wrestler 


147 


Wretched 


147 


Wriggling 


159 


Wringer 


160 


Wrinkled 


159 


Wristband 


159 


Wristlet 


159 


Writhing 


159 


Written 


158 


Wrongdoer 


160 


Wrongful 


175 


Wrought 
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Wrung 


231 


Hexagon 
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Hexameter 


232 


Hoecake 


221 


Yachting 


83 


Yardstick 


115 


Yielding 


172 


Zymotic 


264 


Zenith 



Announcements of Books in Press 
and in Preparation 



MATHEMATICS 

CORNELL MATHEMATICAL SERIES 

Lucien Augustus Wait, General Editor, Senior Professor of 

Mathematics, Cornell University. 

A Text- Book of Algebra for Secondary Schools 

% J. H. Tanner, Assistant Professor of Mathematics, Cornell University. 

T^HlS book is designed for beginners, and forms an easy and 
natural transition from arithmetic to the more general pro- 
cesses of algebra. The exercises are numerous, well chosen, and 
carefully graded ; by solving these, the student should gain accuracy 
an d skill in the use of algebraic symbols. Great care has also been 
S^en to the fundamental principles involved in algebraic processes. 
A clear comprehension of each new principle is developed by means 
°* appropriate illustrations, and this is followed by a rigorous demon- 
stration of its correctness ; this phase of the work should give the 
st udent an excellent training in clear and logical thinking. The 
number concept is unfolded very gradually, and it is shown not only 
that the various kinds of numbers (integers, fractions, negative, in- 
commensurable, etc.,) are necessary for man's needs, but that these 
numbers form an organic whole. While this book is designed for 
beginners, it follows the recommendations of the Committee of the 
National Education Association and includes a5\ \)cv& Vo\>\r& ^knj^ 
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this committee suggests; it covers the entrance requirements for 
elementary algebra in the best of our colleges and technical schools. 

A Text- Book of Algebra for Colleges 

By J. H. Tanner, Assistant Professor of Mathematics, Cornell University. 

A Text- Book of Plane and Solid Geometry 

By James McMahon, Assistant Professor of Mathematics, Cornell 
University. * 

QOME of the features of this work are : (i) the combination of 
^ Euclidian rigor with modern methods of presentation suitable 
to beginners; (2) a natural grouping of theorems under topical 
heads; (3) the early introduction of elementary ideas of logic, so 
that the beginner may easily recognize the logical equivalence of 
statements that differ only in form ; (4) the use of purely geomet- 
rical methods, in accordance with the report of the' Committee of 
Ten; (5) a chapter on mensuration in which numerical measures 
are naturally introduced as a special case of the Euclidian doctrine 
of proportion, and in which the irrational numbers that correspond 
to ratios of incommensurable magnitude, receive simple logical 
treatment; (6) the introduction of problems wherever they come 
in most naturally, and the avoidance of hypothetical constructions ; 
and (7) the encouragement of invention without introducing dis- 
couraging difficulties. 

A Text- Book of Plane and Spherical Trigo- 
nometry 

By James McMahon, Assistant Professor of Mathematics, Cornell 
University. 



Plane and Spherical Trigonometry 

By William J. Milne, Ph.D., LL.D., President, New York State 
Normal College, Albany, N. Y. 
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BUSINESS 

American Standard Bookkeeping— High School 
Course 

By C. C. Curtiss. 

"T^HIS book begins with a thorough training in the keeping of each 
of the various kinds of accounts. Thus made familiar with the 
significance of all kinds of entries, the pupil will learn the complete 
system of bookkeeping which follows, with less than the ordinary 
amount of floundering. Ample material for piactice is afforded, and 
there are more than the usual number of script illustrative forms. 

The Universal System of Practical Book-- 
keeping 

By C. Snyder, Expert Accountant, and Principal of the Chicago School 
of Bookkeeping, and Ernest L. Thurston, Head of Department of 
Bookkeeping and Business Practice, Washington (D. C.) Business High 
School. 

'"PHIS book reduces the routine drudgery of learning bookkeeping 
to a minimum, and is designed especially to train the pupil in 
self-reliance. Besides building the solid foundation of a broad knowl- 
edge of the science, it affords practice in an unusually wide range of 
business transactions, including many of importance not found in 
ot her text-books. A special feature of the book is that in the regular 
"sets" the transactions to be recorded are indicated not by the usual 
Memoranda of transactions, but by " Manager's Instructions to his 
bookkeeper " — a written record of just what a manager would say to 
"is bookkeeper — and by invoices, etc., such as are received in actual 
business. In this and other details the book aims to familiarize the 
student with actual business practice and to prepare him for the re- 
tirements of bookkeeping as he will find them. The book includes 
a treatment of Banking and Corporation Bookkeeping, and, in the 
a Ppendix, a brief explanation of Clearing Houses and some s<^k.\& 
systems of bookkeeping folio wed in many modem W*svive^\vav\^^ 
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HISTORY AND POLITICAL 

SCIENCE 

ESSENTIALS IN HISTORY FOR HIGH 

SCHOOLS 

Prepared under the editorial supervision of Albert Bushnell Hart, 
Ph.D., Professor of History, Harvard University. 

Essentials in Ancient History 

From earliest records to Charlemagne. By Arthur M. Wolfson, 
Ph.D., Instructor in History, De Witt Clinton High School, New York. 

Essentials in Mediaeval and Modern History 

From Charlemagne to the twentieth century. By Samuel B. Harding, 
Ph.D., Associate Professor of History, Indiana State University. 

Essentials in English History 

From Roman times to Edward VII. By Albert Perry Walker, A;M., 
Master in History, English High School, Boston. 

Essentials in American History 

From discovery to the twentieth century. By Albert Bushnell Hart, 
Ph.D., Professor of History, Harvard University. 

*T*HE four volumes correspond to the four subdivisions recom- 
•*■ mended by the Committee of Seven, and already adopted by 
many schools. Each volume is designed for one year's work. 

Each of the writers is a trained historical scholar, familiar, 
through direct personal relations, with the conditions and needs of 
secondary schools. 

The principle of the series is described by the title, " Essen- 
tials" ; the effort will be to deal only with the things which are 
typical and characteristic ; to avoid names and details which have 
small significance, in order to deal more justly with the forces 
which have really directed and governed mankind. 
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Especial attention will be paid to social history, to the charac- 
teristic life and standards of the people, as well as to the move- 
m ents of sovereigns and political leaders. 

The books will be readable and teachable, and will furnish 
brief but useful sets of bibliographies and suggestive questions. 

No pains will be spared by maps and pictures to furnish a sig- 
nificant and thorough body of illustration, which shall make the 
narrative distinct, memorable, and clear. 



Smith's Smaller History of Greece 

To the Roman Conquest. With an introduction on Ancient Oriental 
Nations. Revised, enlarged, and in part re-written by Carleton L. 
Brownson, Instructor in Greek, Yale University. 

^PHIS new, revised edition of Dr. Smith's History, while it retains 
the meritorious features of the original work, is essentially a 
new book, and is in full accord with the recommendations of the 
Committee of Seven. It has been enriched by an introductory 
chapter comprising a brief survey of the history of Ancient Oriental 
Nations ; several chapters have been re-written ; the whole work has 
been carefully verified, statement by statement, by reference to the 
original sources. An entirely new series of maps and plans, based on 
standard authorities, has been added, and most of the illustrations 
are new. A Pronouncing Vocabulary has been incorporated with the 
Index, and the latter has been greatly enlarged. 

Outlines of Grecian History 

By William C. Morey, Ph.D., Professor of History and Political Science, 
University of Rochester. 

New Civil Government in the United States 

By George H. Martin, Supervisor of Schools, Boston, Mass. 

r 

*T*HIS text-book, long a favorite, especially in New England, has 
* been thoroughly revised and brought down to date by embody- 
ing all the recent constitutional and statutory changes, and by adding 
new illustrations of a timely character. 
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The Government : What it is ; What it does 

By Salter Starrs Clark, Reviser of Young's Government Class-Book, 
Author of Clark's Commercial Law. 

'T^HE subject of civics is here presented in a new way. The first 
-*- third of the book tells about government in general, and treats 
of the chief functions of government in a definite and logical manner, 
in language suited to school pupils. This prepares the pupil to study 
understandingly our State, federal, and local systems of government, 
which are next presented, and to comprehend the division of govern- 
ment work among them and among the different officials. Fol- 
lowing this are chapters on certain practical operations of government 
(trials, lawmaking, etc.), and on the commoner laws of business 
and property. These chapters are especially interesting, helpful, and 
appropriate. The author lays emphasis on the importance of the 
State governments, and enriches the text with illuminating compari- 
sons with foreign governments. The many illustrations are apt and 
of real value. 



SCIENCE 

Essentials of Chemistry 

By F. W. Clarke, Chemist of the United States Geological Survey, and 
L. M. Dennis, Professor of Chemistry, Cornell University. 

T^XESIGNED for use in secondary schools, the plan of this book 
-*^ is so simple, the style is so lucid, and the scope is so com- 
prehensive, that it covers a wide range of usefulness. The text is 
fully illustrated by diagrams of laboratory apparatus and commercial 
processes. Numerous easily performed experiments furnish ample 
material for laboratory work. For those who study chemistry merely 
as -a part of a general education, the bock is sufficiently full, particu- 
larly with regard to the every-day applications of chemistry. For 
those who are likely to pursue a more advanced course, it is intended 
to serve as a scientific- basis for subsequent higher study. 
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foy A Laboratory Manual 

To accompany Clarke and Dennis's Essentials of Chemistry. By L. M. 
Dennis, Professor of Chemistry, Cornell University. 

HpHIS is a series of carefully graded laboratory exercises in general 
•* chemistry, including a number of quantitative experiments. 
The directions for making and handling apparatus and for perform- 
ing the experiments are simple and clear, and are illustrated by 
diagrams accurately drawn to scale. The right-hand pages are blank, 
for records of the work performed. The exercises furnish ample 
material for the laboratory practice required in the best preparatory 
schools. The book is designed to supplement class-room work in de- 
scriptive chemistry, and may readily be used with any comprehensive 
work on the subject. 

Qualitative Analysis 

By L. M. Dennis, Professor of Chemistry, Cornel! University. 

Teachers' Manual for Hoadley's Brref Course 
in Physics 

By George A. Hoadley, A.M., C.E., Professor of Physics, Swarth- 
more College. 

*T*HIS pamphlet has been prepared for the convenience and assist- 
■*- ance of teachers using Hoadley's Physics. It contains com- 
plete solutions and answers to the problems and questions in this 
popular text-book. It will be ready for teachers before the opening 
of schools in the fall of 1902. 

Observations and Exercises on the Weather 

By James A. Price, A.M., Instructor in Physiography, Fort Wayne 
High School. 

*T^HIS book is intended for laboratory study in physical geography 
■*• and meteorology. It consists of a blank weather record cover- 
ing forty days, to be filled in by the pupil from his own observations 
of the thermometer, barometer, hydrometer, xam-gau^,c\o>^^\s^ % 
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etc. Following these tables is a series of ingeniously devised exercises 
whereby the pupil, from the observation and study of his weather 
record, is led to deduce many of the general principles of meteor- 
ology. At the end of the book are tables for reducing barometric 
readings to a common altitude and temperature. 

Studies in Zoology 

By A. J. Merrill, State Normal School, West Superior, Wis. 

*TPHIS manual is intended to arouse an interest in zoology by 
"*• approaching the subject through animal ecology. It contains 
explicit directions for studying the life history of the simpler forms, 
and for securing, preparing, and examining thirty specimens of 
animal life, including insects, birds, fishes, and mammals. Apt 
suggestions and questions lead the student to observe the distinguish- 
ing characteristics of each specimen. A noteworthy feature is the 
early introduction of practical classification by means of tables of the 
similarities and differences that the student has noted in the course 
of his study. The work outlined in this book fully covers the require- 
ments in zoology for admission to the leading colleges. 

A General Zoology . Practical, Systematic, 
and Comparative 

A revision and rearrangement of Orton's Comparative Zoology. By 
Chaki.es Wright Dodge, M.S., Professor of Biology, University of 
Rochester. 

*T*HIS book retains all of the features which made Orton's Com- 
-*■ parative Zoology so popular among teachers and students. 
The order of parts has been reversed, and the whole introduced 
with a new part consisting of a course in practical zoology which 
is almost identical with that recommended by the New York State 
Science Teachers' Association. This is composed of suggestions 
and directions for the laboratory and field study of a carefully 
selected series of animals which may be regarded as representative 
examples of the groups to which they severally belong. The sec- 
ond part contains a systematic treatment of the animal kingdom, 
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the scheme of classification followed being that adopted by Parker 
and Haswell in their Text-Book of Zoology. The comparative 
study of the organs and functions of animals forms the third sec- 
tion of the book. It is believed that the new book will fully meet 
the needs of those teachers who wish to follow the modern methods 
of laboratory and field instruction., 



FRENCH 

A French Course 

Part I. Elementary 
Part II. Advanced 

By F. C. de Sumichrast, Assistant Professor of French, Harvard 
University. 

Introductory French Book 

By Victor E. Francois, Instructor in French, University of Michigan. 

T^HE aim of this book is to put the conversational method within 
-*- reach of teachers and to enable them to use French in their 
classes from the very beginning. It is constructed on the same 
plan as that followed in the author's Introductory French Prose 
Composition — brief statements of rules, short French texts, trans- 
position, questions, grammar drill, and translation. The rules 
present a systematic study of the elements of French grammar. 
The constant repetition of the same words, the main feature of the 
book, is afforded by the transposition work and the questions; the 
vocabulary is increased gradually. 

Advanced French Prose Composition 

By Victor E. Francois, Instructor in French, University of Michigan. 

*TT^HE hearty welcome given by teachers to the Introductory 
-*• French Prose Composition has induced its author to pre- 
pare a similar book for advanced students. The volume is in two 
parts, both having the same subject : A Stranger Visiting Paris* 
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This interesting subject has been selected because it is believed 
that teachers would be inclined to devote more time to composi- 
tion work if more satisfactory material were placed in their hands. 

In Part I., the purpose has been twofold — to check the over- 
confidence of many students who believe they know French after 
one year of study, and to increase their confidence in the trans- 
lating of English into French. For this reason the French text 
on which the lessons are based is overflowing with idiomatic 
expressions and constructions, while the English text is made as 
easy as possible, and generally presented in the form of dialogues. 
The first part is prepared on the plan of the Introductory French 
Prose Composition and offers a thorough review of the most im- 
portant rules of syntax. 

Part II. contains only English exercises in the form of letters to 
friends and relatives from the capital of France, translations from 
French writers, and extracts from American books. A few sug- 
gestions for original composition are given at the end of each 
exercise. 

The most important changes recently adopted by the French 
Minister, with the approval of the Academy, are given and are re- 
ferred to in the grammar reviews. Well chosen illustrations and a 
full vocabulary add to the interest and completeness of the work. 

A French Reader 

By W. S. Symington, Professor of the Romance Languages, Amherst 
College, and C. Fontaine, Instructor in French, De Witt Clinton High 
School, New York. 

Bruno. Le Tour de la France par Deux En- 
fants 

Edited by L. C. Syms, Bachelier cs Lettres, Licencie en Droit de TUni- 
versite de France, Instructor in French, De Witt Clinton High School, 
New York. With notes and vocabulary. 

*T*HREE hundred editions of this book prove its popularity in 

-*• France, and in the hands of foreign pupils it loses but little 

oi it$ charm. The dialogue form of the narrative makes it partial- 
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larly suitable and interesting for beginners. An instructive and enter- 
taining picture of France, her great men, and her resources is given 
in the book. The map and illustrations enable the reader to follow 
the children on their long trip, and the copious notes and vocabulary 
provide for all difficulties. 

La Brete. Mon Oncle et Mon Cur6 

Edited by E. M. White, High School, Worcester, Mass. With notes 
and vocabulary. 

La Fontaine. Fables 

Edited by Kenneth McKenzie, Instructor in French, Yale University. 
With notes and vocabulary. 

Renan. Souvenirs d'Enfance et de Jeunesse 

Edited by Rosine Melle, Instructor in French, Woman's College, Bal- 
timore. With notes arid vocabulary. 

Selections from the French Orators 

Tdited by S. Garner, recently Professor of Modern Languages, United 
States Naval Academy. 



GERMAN 

A German Grammar 

By M. A. Frost, late Instructor in German, Smith College, and R. O. 
Berkefeld, Instructor in German, Packer Collegiate Institute, Brooklyn. 

Commercial German 

By Arnold Kutner, Instructor in German, De Witt Clinton High 
School, New York. 

A COURSE designed to give students a practical command of the 
**** commercial vocabulary of the language. Models of all kinds of 
business forms and correspondence afford material lot ^TOX£Ksa&*^& 
drill and for reading and conversation exercises. TY^e xaaXVex \sbr& 
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for grammatical instruction consists of descriptions of business af- 
fairs. Special and general vocabularies accompany the course. 

Scientific German Reader 

Edited by Frank Vogkl, Associate Professor of Modern Languages, 
Massachusetts Institute of Technology. 

*TpHE scope of this book is wider than usual. The material is not 
■*" confined to one special department, but covers many fields, 
thus affording a general knowledge of scientific terms and idioms. 
The Reader is provided with notes and a full vocabulary. 

Fouque. Undine 

Edited by J. H. Senckr, Associate Professor of German, University of 
California. With notes and vocabulary. 

Grimm. Marchen 

Edited by B. J. Vos, Associate Professor of German, Johns Hopkins 
University, Baltimore. With notes and vocabulary. 

Lessing. Nathan Der Weise 

Edited by Tobias Diekhoff, Instructor in German, University of Michi- 
gan. With notes. 

*TpHK introduction to this new edition of Lessing's great work aims 
■*" to make clear the historical setting, and to establish a view 
point from which Nathan may be seen advantageously. The notes 
are largely of a literary character. The appendix explains the views 
propounded in Nathan in relation to other works of Lessing. Being 
intended for advanced students, it contains no vocabulary. 

Wildenbruch. Das Edle Blut 

Edited by C. A. Eggkrt, Chicago. With notes and vocabulary. 

Zschokke. Der Zerbrochene Krug 

Edited by R. O. Berkefeld, Instructor in German, Packer Collegiate 
Institute, Brooklyn. With notes and vocabulary. 
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SPANISH 

Second Spanish Book 

By J. H. Worm an, Ph.D., and CArlos Bransby. 

npHIS revision of the Second Book of Worman's Spanish series 
-*" follows the lines of the recent revision of the First Book. The 
accentuation has been thoroughly revised in accordance with the 
latest rules of the language. Some changes have been made in the 
text, and the whole book has been modernized in typography and 
illustration. The First and Second Books, in their new form, now 
offer a very satisfactory course in the spoken language. 



Alarc6n. El Mino de la Bola 

Edited by Rudolph Schwill, Instructor in Yale University. With 
notes and vocabulary. 



Galdos. Dona Perfecta 

Edited by E. S. Lfavis, Professor of Romance Languages, Princeton 
University. With notes and vocabulary. 



Galdos. Marianela 

Edited by Edward Gray, Instructor in the University of California. 
With notes and vocabulary. 



Larra. Partir A Tiempo 

Edited by E. E. Nichols, Professor of Romance Languages, University 
of Cincinnati. With notes and vocabulary. 



Valera. Pepita Jimenez 

Edited by C. V. Cusaciis, Professor of Spanish, United States Naval 
Academy. With notes and vocabulary. 
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A SERIES OF HANDBOOKS OF PRONUN- 
CIATION 

Based on phonetical principles. Edited by C. V. Cusachs, B. A. (Uni- « 
versityof Barcelona), Professor of Spanish, United States Naval Academy, 
and M. N. Kuhn, B. es L. (University of Paris), Master in the £cole 
Normale de Paris. 

Elements of Spoken French (Published) 

Elements of Spoken Spanish 

Elements of Spoken German 

Elements of Spoken English (for Spanish 
Speaking Students) 



LATIN 

MORRIS AND MORGAN'S LATIN SERIES 

For schools and colleges. Prepared under the editorial supervision of 
Edward P. Morris, A.M., Professor of the Latin Language and Litera- 
ture, Yale University, and Morris II. Morgan, Ph.D., Professor of 
Classical Philology, Harvard University. 

TT has been the intention of the editors in projecting this series 
-*• to provide books that shall be both directly available for class 
room use and helpful to the young student in preparing himself 
for the class room. To this end the books intended for school use 
have been entrusted to men experienced in teaching in American 
schools, and those intended for colleges have been undertaken by 
college professors who are actually engaged in the teaching of the 
authors committed to them. Thus it is believed that the volumes 
in this series, while furnishing commentaries sufficient in scope 
and in wealth of treatment, will not be overloaded with a mass of 



ANNOUNCEMENTS xxxix 

matter that does not bear directly upon the interpretation of the 
authors. But the books which are meant for the most advanced 
students will naturally be of an advanced character, and will con- 
tain, it is hoped, fresh contributions to Latin scholarship. 

The texts of the authors will be constituted by the different edi- 
tors especially for this series. For the schoolbooks, it will be the 
aim to present a readable text which shall not obtrude critical diffi- 
culties upon schoolboys. In the college books such difficulties will 
be adequately recognized. The schoolbooks will be provided with 
vocabularies. Carefully selected illustrations, drawn from authen- 
tic ancient sources, and maps and plans after the best modern 
authorities, will form one of the features of the series. The com- 
mentaries will contain the necessary amount of grammatical and 
antiquarian discussion, accompanied by references to the standard 
grammars and books of reference. So far as it can be done with- 
out anticipating one of the pleasantest parts of the teacher's work, 
it is intended that the commentaries shall direct the attention of 
students to the literary value of the authors, to their place in liter- 
ary history, and to their relation to Greek literature. 

The following books have been published or are in the course of 
preparation, and others, particularly editions for advanced work, 
will be added as opportunity offers : 

First Year Latin for English Speaking Be- 
ginners 

By George H. Browne, A.M., Principal of the Browne and Nichols 
School, Cambridge, Mass. 

A School Latin Grammar 

Prepared by Morris H. Morgan, Ph.D., chiefly from Lane's Latin 
Grammar. 

Caesar 

Episodes from the Gallic and Civil Wars. By Maurice. W % VLktoss^ 
Ph.D., formerly Instructor in Latin, Harvard Y3nvrex&\ty* 
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Cicero 

Select Orations, with extracts from the Epistles to serve as illustrations. 
By J. Remsen Bishop, A.B., Principal of the Walnut Hills High School, 
Cincinnati, O. 

Connected Passages for Latin Prose Writing 

With full introductory notes on idiom. By Maurice W. Mather, 
Ph.D., formerly Instructor in Latin, Harvard University, and Arthur 
L. Wheeler, Ph.D., Associate Professor of Latin, Bryn Mawr College. 

Cicero 

Cato Maior. Edited by Frank G. Moore, Ph.D., Associate Professor 
of Latin, Dartmouth College. 

Cicero 

Laelius de Amicitia. Edited by Clifton Price, Ph.D., Instructor in 
Latin, University of California. 

Selections from Livy 

Illustrative of the history of Rome and the methods of the Roman his- 
torian. By Harry E. Burton, Ph.D., Associate Professor of Latin, 
Dartmouth College. 

Horace 

Odes and Epodes. Edited by Clifford H. Moore, Associate Professor 
of Greek and Latin, Harvard University. 

Terence 

Phormio and Adelphoe. With a commentary and the text of the other 
plays. Edited by Edward P. Morris, A.M. 

Pliny's Letters 

The text complete, with a commentary on selected letters. Edited by 
Albert A. Howard, Ph.D., Professor of Latin, Harvard University. 

Tibullus 

Edited, with a commentary, by Kirby F. Smith, Ph.D., Associate Pro- 
fessor of Latin, Johns Hopkins University. 
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Lucretius 

Edited, with a commentary, by William A. Merrill, Ph D., Professor 
of Latin, University of California. 

Selections from the Public and Private Law 
of the Romans 

With a commentary to serve as an introduction to the subject. By James 
J. Robinson, Ph.D., formerly Instructor in Latin, Yale University. 

Latin Literature of the Empire 

Selected and edited, with revised texts and with brief introductions. By 
Alfred Gudeman, Ph.D., Associate Professor of Classical Philology, 
University of Pennsylvania. 

Vol. I. Prose: Velleius to Boethius. 

Vol. II. Poetry : Pseudo-Vergiliana to Claudianus. 



Key to Dodge and Turtle's Latin Prose Com- 
position 

By Charles Crawford Dodge, B. A., Classical and High School, Salem, 
Mass., and Hiram Austin Tuttle, Jr., M.A., Polytechnic Institute, 
Brooklyn, N. Y. 

Virgil's Aeneid 

With an introduction, notes, and vocabulary. By Henry S. Frieze, late 
Professor of Latin, University of Michigan. Revised by Walter Den- 
nison, Professor of Latin, Oberlin College. 

TN this book such alterations and additions have been made as 
would probably have suggested themselves to Dr. Frieze him- 
self, whose edition of VirgiPs works was one of the first great schol- 
arly helps published in this country for high and preparatory schools. 
Changes have been made in the text only where readings formerly 
disputed have now become established. The spelling of words, 
s uch as vulnus, vu/gus, etc., and of words involving assimilation, 
as summoveo, summitto, are made to conform with the orthography 
°^ the inscriptions of the first century a. d. To meet the need^of 
e arly assistance in reading heximeter verse the long vowels are in- 
dicated in Books I. and II. The introduction has been enlarged 
ty discussi ons on the plan of the Aeneid, the metex, mww&cfc^^ 
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editions, and helpful books of reference. The notes have been thor- 
oughly and critically revised in the light of modern Virgilian ex- 
egesis. References are also included to the leading school gram- 
mars. The book contains a large number of new illustrations, 
many of which have been selected from recently discovered ancient 
objects, and are entirely appropriate, illustrating some definite ref- 
erence to the text. A facsimile sheet of the Codex Palatinus is 
also inserted in the introduction. 

Satires of Juvenal 

Complete text, with an introduction on the Roman Satura, and the lan- 
guage, style, and literary manner of Juvenal, besides a full commentary 
on the subject-matter of the satires, with especial reference to the private 
life of the Romans. By Harry Thurston Peck, Ph.D., L.H.D., Pro- 
fessor of the Latin Language and Literature, Columbia University. 

*THHIS edition of the Satires, while not neglecting in its commen- 
■"* tary the necessary consideration of grammatical and other 
linguistic difficulties, is primarily intended to interpret Juvenal as 
a literary artist, and secondarily as a valuable source of intimate 
knowledge in what relates to the private life of the Romans under 
the early Empire. The editor has drawn upon all the great litera- 
tures of modern times for apt and striking illustrations of what is 
most characteristic in Juvenal ; while he has throughout treated the 
archaeological side in the light of information derived from the 
latest researches. 

The Roman Elegiac Poets 

Edited, with introduction and notes, by Karl Pomeroy Harrington, 
Professor of Latin, University of Maine. 

TN this book, for the first time, a comprehensive selection is made 
*■■ from the four great Roman elegists, edited, with English notes 
and introduction, and made available for college and university 
classes. The collection has been confined to poems written in the 
elegiac distich, thus making it possible to bring within the compass 
of a single volume the best representative examples of the treat- 
ment by these leading writers of different kinds of subjects in that 



ANNOUNCEMENTS xliii 

meter, and thus to facilitate a general acquaintance with the devel- 
opment of elegiac poetry at Rome. The introduction deals with 
such subjects as elegy as a literary type in Roman literature, the 
elegiac distich, the life and work of each author, and the basis in 
each case for determining the text. The notes have been written 
with the idea of furnishing the largest amount of help consistent 
with the limits of a practical text-book, in understanding the man- 
ner and meaning and entering into the spirit of each writer. The 
text, while conservative, has been given the benefit of the recent 
results of critical research. The arrangement of both the explana- 
tory notes and a carefully selected conspectus of various textual 
readings on the same page with the text will commend itself as the 
most practical one for the kind of classes that will use the book. 

GREEK 

A Concise Grammar of Attic and Ionic Greek 

By Frank Cole Babbitt, Ph.D., Professor of the Greek Language and 
Literature, Trinity College, Hartford, formerly Fellow of the American 
School of Classical Studies at Athens. 

'TpHIS grammar states the essential facts and principles of the 
**• Greek language in concise form, and with only so much 
discussion as may reasonably be demanded for a clear understand- 
ing of the subject. It therefore meets the needs of secondary 
schools, and at the same time is sufficient for the ordinary require- 
ments of the college course. The grammar, begun in collaboration 
with the late Professor F. de F. Allen, is the product of a number 
of years' experience with secondary school needs on the part of 
Professor Babbitt. It incorporates the latest results of philological 
studies, and includes many departures from conventional presenta- 
tion. Thus, due prominence is given to the examples by the use 
of large type; the vowel changes are graphically presented; Ionic 
forms are given in foot-notes instead of being combined with Attic 
forms ; while the tables of syntactical usage, the liberal use of 
headings, and the untechnical form of statement are iii\\jottaxA. 
helps to a clear understanding of the material. 
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Homer's Iliad 

With additional selections, commentary, and vocabulary. By J. R. S. 
Sterritt, Professor of Greek, Amherst College. 

TN this volume are included the first three books of the Iliad, 
*• with the exception of the catalogue in Book II. The follow- 
ing selections have been added, but as they are intended for rapid 
reading, the commentary is brief and deals with the most obscure 
points alone : The Parting of Hector and Andromache, Book VI, 
lines 236-529; The Prowess and Death of Patroclus, Book XVI, 
867 lines; The Slaying of Hector, Book XXII, 515 lines; The 
Ransom and Burial of Hector, Book XXIV, 864 lines. The notes 
throughout are generous, and, wherever advisable, difficult phrases 
and rare words are given in simpler Greek paraphrase. The book 
contains a complete vocabulary to the portion of the Iliad presented 
here, and is illustrated mostly from the ancient monuments. Ref- 
erences to all the current grammars are included. 

Plato. Euthyphro 

Edited by William A. IIeidel, Professor of Greek, Iowa College. 

*T*HIS work is the first of a Greek series to be published under 
^ the general editorship of Prof. Herbert Weir Smyth, of Har- 
vard University. The text is provided with full notes, referring to 
Hadley and Allen's, Goodwin's, and Babbitt's Greek Grammars. An 
introduction and an appendix cover all matters of contents, style, and 
readings, and a Greek index makes the material readily available. 

A Condensed Dictionary of Classical Litera- 
ture and Antiquities 

By Harry Tiiitrston Peck, Ph.D., L.H.D., Professor of the Latin 
Language and Literature, Columbia University. Profusely illustrated. 
(About) 1,000 pp. 

*T*HIS work presents, in a condensed yet thoroughly readable and 

^ interesting form, the most essential facts in the subjects of 

Classical Biography, Mythology, History, Philosophy, Literature, 
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Art, and Archaeology. Its articles are freshly written, and embody 
the results of the very latest investigations and discoveries. Espe- 
cially characteristic features of the book will be found in its con- 
tinual reference to the parallels which the life and customs of an- 
tiquity afford to the life and customs of our own time. Selected 
biographies are appended to all important articles, and guide the 
student to the best and fullest sources of information. The illus- 
trations, which are very numerous, are largely reproductions from 
the antique, and serve to vivify the subject of Greek and Roman 
antiquity. 



Newest Books 



ENGLISH 

Selections from Irving's Sketch- Book— Re- 
gents' Edition 

Prepared and edited by Claude Towne Benjamin, A.B. Teacher of 
English, High School, Stapleton, Staten Island. Cloth, i2mo, 192 pp. 
Price, $0.50. 

*T*HIS special edition of Tne Sketch- Book fully meets the require- 
^ ments of the Board of Regents of the University of the State 
of New York. It contains all the selections required for reading and 
study in Irving for first-year English, supplied with the necessary 
grammatical, critical, and explanatory foot-notes, with references to 
the standard English grammars. 

The selections recommended by the Regents for this purpose — 
" The Stage Coach " and " The Mutability of Literature " — are made 
the subject of extended grammatical study inductively developed by 
means of copious exercises. 

In the notes, special attention is devoted to the elements of sen- 
tence structure. By means of questions and suggestions, the pupil is 
led to observe for himself and to compare and classify grammatical 
facts. Page and section figures are given, referring to standard gram- 
mars, and making the text, as urged by the Regents, " the subject of 
study, the text-book in grammar becoming the reference book in the 
hands of each student." Besides the grammatical references, a series 
of supplementary notes deals with points of special difficulty. 
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Porter and Clarke's Shakespeare Studies- 
Macbeth 

Hy Charlotte Porter and Helen A. Clarke, Editors of Poet-Lore. 
Cloth, i2mo, 144 pp. Price, $0.56. 

*T*HIS book aims to lend fresh life and interest to the study of 
^ Macbeth as required by the leading colleges for entrance. 
Beginning with a close and even critical study of the text, it leads 
the student, by suggestive questions based upon the play and the 
characters, to a full appreciation of these and of the manner in which 
Shakespeare has expressed the ideas embodied in the play. In a 
word, it shows forth the play and the genius of the poet in relation 
to their social envelope of influences and antecedents. 



MATHEMATICS 

Richards's Elementary Treatise on Naviga- 
tion and Nautical Astronomy 

Py Kcgenk L. Richards, M.A., Professor of Mathematics, Yale Uni- 
versity. Cloth, i2mo, 173 pp., with illustrations and diagrams. Price, 

$0.75.' 

\ THOROUGH mastery of this book will give the student a 
**■ knowledge of the theory of navigation sufficient to enable him 
to practice it. Of the ten chapters composing the work, the first 
three are devoted to Navigation by Dead Reckoning, and include 
Plane Sailing, Middle Latitude Sailing, Sailing by Mercator's Chart, 
Great Circle Sailing, Composite Sailing, and the Correction of Courses. 
The remaining portion of the book deals with the subject of nautical 
astronomy, and teaches how to determine the exact position of a 
ship in terms of latitude and longitude, by observation of the heavenlv 
bodies. This part of the subject is introduced by chapters on Astro- 
nomical Terms, on Time, on the use of the Nautical Almanac, and on 
Corrections of Altitude. Parts of the Nautical Almanac for 1898 are 
added to the book to enable the student to solve the numerous 
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examples given for practice. To understand the principles set forth, 
a knowledge of elementary plane and spherical geometry and trigo- 
nometry is all that is needed. For convenience of reference, the 
author has added an alphabetical glossary of the terms used in nau- 
tical astronomy. The book is illustrated by diagrams to explain both 
the text and the examples. 

HISTORY AND POLITICAL 

SCIENCE 

Hoxie's Civics for New York State 

By Charles De Forest Hoxie, Member of the New York Bar. Cloth, 
i2mo, 386 pp. Price, $1.00. 

'"PHIS book covers the entire field of elementary civics, with par- 
ticular reference to New York State, and is a r£sum£ of local, 
state, and national government, international relations, and social 
and business law, on the plan laid down by the New York Board of 
Agents, in order to meet the requirements of the Regents' ex- 
amination. At the same time it is designed as a general text-book 
on civil government for high schools and upper grammar grades. 
Although necessarily somewhat condensed, nowhere is interest 
sacrificed to brevity. Every subject, so far as possible, is intro- 
duced in the form of a familiar and interesting illustration, from 
wn 'ch the student is led by natural and easy steps to a consideration 
of the general principles and detailed facts of the various *forms cf 
government. In its general treatment the work is historical, and 
Present forms and customs of law are traced to their origin in the 
practices of our ancestors. Each general principle of law and 
government, with the reason for its existence, is stated accurately 
and completely, and, wherever practicable, the arguments both for 
and against disputed points are set forth. All the latest changes in 
local, state, and federal law affecting the principles of government 
are given, with page and section references to statutes and constitu- 
tions. Special attention is given to the goveranv£T& ot CfKatex 
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New York. The book includes summaries and references for 
collateral reading, and is well illustrated with maps. 

The Topics in Civics Outlined in the Regents' Syllabus are given 
in the Appendix, with page references to this book, where each topic 
is fully discussed. 



It is the first book I have seen that 
takes up the subject from the stand- 
point of New York State and deals 
connectedly with the whole subject. 
There can be no question of the accu- 
racy of the facts. It is difficult to see 
how any more could have been gotten 
into the space, nor how the selection 
of topics could have been improved 
upon. I shall take pleasure in calling 
the attention of my pupils to the book, 
as a book especially well suited for 



Regents* preparation. — George G. 
Groat, Critic in High School Dept, 
New York State Normal College. 

I have received and read very care- 
fully Hoxie's Civics for New York 
State, and it seems to be an excellent 
book. There are some features about 
it which I do not find in other works. 
— Edward L. Stevens, Superinten- 
dent of Schools, Borough of Queens, 
New York City. 



Peterman's Elements of Civil Government- 
Georgia Edition 

A text-book for use in public schools, high schools, and normal schools, 
and a manual of reference for teachers. By Alexander L. Peterman, 
late Principal and Professor of Civil Government, Normal School of Ken- 
tucky State College. Cloth, i2mo, 246 pp. Price, $0.60. 



SCIENCE 



Dryer's Lessons in Physical Geography 

By Charles R. Dryer, M.A., F.G.S.A., Professor of Geography, 
Indiana State Normal School. Half leather, i2mo, 430 pp., with illustra- 
tions. Price, $1.20. 

/^NE of the chief merits of this text-book is that it is simpler 
^^ than any other complete and accurate treatise on this subject 
now before the public. In its preparation, an attempt has been 
made to avoid, in some degree, the generalization which is the bane 
of ail text-books. The physical features of the earth are grouped 
according to their causal relations and the functions which they 
perform in the world economy. The characteristics of each group 
are presented by means of a typical example which is described in 
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unusual detail. Many realistic exercises are introduced to<iirect 
the student how to study the thing itself, whenever practicable, or 
some experimental or pictorial representation of it. These exer- 
cises include both field and laboratory work, and should be made 
fundamental rather than supplemental. 

The order of general topics is the Planet Earth, the Land, the 
Sea, the Atmosphere, and Life, and each topic is treated with such 
fullness that it will enable the teacher who has not had a special 
course in geography to teach the subject intelligently. At inter- 
vals throughout the book there are introduced discussions of the 
consequences which follow the conditions described, and chapters 
upon Life, containing a full treatment of the controls exerted by 
geographical conditions upon plants, animals, and men. 

The book is eminently readable. The style is less forward and 
dogmatic than is usual in a scientific text-book, and approaches 
that which a teacher uses in conversation. An appendix contains 
directions for laboratory exercises, full information in regard to 
the best material for the equipment of a geographical laboratory, 
and a reference list of the available literature upon the subject. 
The book is profusely illustrated. 

I consider Dryer's Lessons in Physi- illustrations are very good indeed and 
cal Geography a superior text-book in add greatly to its educational value. — 
a subject which, within a few years, L. V. Pirsson, Professor of Physical 
has been revolutionized by the succes- Geology, Yale University. 
sive appearance of text r books of un- 
usual merit. Dryer's volume is pre- I have examined Dryer's Lessons in 
eminent in the pedagogical acumen Physical Geography carefully and like 
shown in the order and method of it very much. The subject-matter is 
presentation of the subject. The pro- well chosen, the illustrations are apt 
portional treatment of each topic, the and abundant, the explanations clear 
clearness of statement, and the scientific and forceful, and the suggested exer- 
accu racy are most commendable. The cises simple and helpful. — C. W. 
bookmaking, typography, and illustra- Rolfe, Professor of Geology, Uni- 
tions are excellent. — Florence Bas- versity of Illinois. 
com, Associate in Geology Bryn Mawr 

College. Dryer's Lessons in Physical Geog- 
raphy is an admirable presentation of 

Dryer's Physical Geography appears the latest phases of physical geog- 

to be a very excellent work of its kind, raphy and well worthy of a place in 

The text is lucid and well expressed, every high school. — Isaac C. Rus- 

thc examples well chosen, and the sell, Professor of Geology, University 

scope of the work well planned. The of Michigan. 
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Leavitt's Outlines of Botany 

For the high school laboratory and class room. Based on Gray's Lessons in 
Botany. By Robert Greenleaf Leavitt, A.M., of the Ames Botanical 
Laboratory. Prepared at the request of the Botanical Department of Har- 
vard University. Cloth, 8vo, 272 pp., with illustrations. Price, $1.00. 

The same. With Gray's Field, Forest, and Garden Flora. 

Cloth, 8vo, 791 pp. Price, $1.80. 

*T*HE book begins with the study of phanerogams, taking up in 
■*• order the seed, bud, root, stem, leaf, flower, and fruit, and 
closing with a brief but sufficient treatment of cryptogams. Each 
of the main topics is introduced by a chapter of laboratory work, 
followed by a descriptive chapter. Morphology is treated from 
the standpoint of physiology and ecology. A chapter on minute 
structure includes a discussion of the cell, while a separate chapter 
recapitulates and amplifies the physiological points previously 
brought out. The limitations of the pupil beginning the study of 
botany and the restrictions of high school laboratories have been 
kept constantly in mind. The treatment is elementary, yet 
accurate ; and the indicated laboratory work is simple, but so de- 
signed as to bring out fundamental and typical truths. The hand 
lens is assumed to be the chief working instrument, yet provision 
is made for the use of the compound microscope where it is acces- 
sible. The treatment covers the requirements of college entrance 
examinations in botany, and meets more exactly the actual con- 
ditions and limitations of secondary schools than any book now 
before the public. 



I decided to-day to adopt Leavitt's 
Outlines of Botany, and so told my 
classes. It will be used by Brown 
University, and you are at liberty to 
say so ; also that I am very much 
pleased with the clear, concise, accu- 
rate statement of facts. The book re- 
sponds to a crying need. — William 
Whitman Bailky, Professor and 
Head of Botanical Department, Brown 
University. 

I have examined Leavitt's Outlines 



of Botany thoroughly, and find it very 
excellent in many ways. I predict a 
large sale for the book. — Walter E. 
King, Professor of Science, High 
School, Crawfordsville, Ind. 

I have been much interested in ex- 
amining Leavitt's Outlines of Botany. 
It forms a very useful work, which 
will, T believe, meet a real demand- — 
C. W. Matiikws, Professor of Botany 
and Horticulture, State College of 
Kentucky. 
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Shaw's Laboratory Exercises in General 
Chemistry 

By G. W. Shaw, A.M., formerly Professor of Chemistry, Oregon State 
Agricultural College. Cloth, i2mo, 63 pp. Price, $0.40. 

*T*HIS work meets fully the requirements for admission in chem- 
-** istry to the leading universities and technical schools through- 
out the country, and it does this more completely than any labora- 
tory manual previously published. 

The book includes fifty-six exercises, embracing altogether two 
hundred and fifteen experiments in general chemistry. Each exercise 
is of sufficient length for a two-hour laboratory period. In addition 
to experiments illustrating the properties of the common elements and 
compounds, there are given easily performed quantitative experiments 
in sufficient number to fully illustrate the methods of such work and 
the fundamental laws of both qualitative and quantitative analysis. 
Although the greater portion of the book is devoted to inorganic sub- 
stances, yet the more common organic materials receive a propor- 
tionate share of attention. 

The exercises facilitate the work in the laboratory by giving the 
student merely such matter as is necessary for the work in hand. 
Only those experiments have been included which are truly instruc- 
tive and illustrate clearly the topic on which they bear, and they all 
give certain and well-defined results. They have stood the test of 
laboratory drill for several years before their publication, and they 
lead easily and naturally to a thorough knowledge of the science. 



SCIENTIFIC MEMOIRS 

Edited by Joseph S. Ames, Ph.D., Professor of Physics and Sub-Director 
of the Physical Laboratory, Johns Hopkins University. 

The Foundations of Stereo-chemistry 

Memoirs by Pasteur, Van't Hoff, Le Bel, and Wislicenus. Translated 
and edited by Professor G. M. Richardson, Leland Stanford Jr. Utvv- 
versity. Price, $1.00. 
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The Expansion of Gases 

Memoirs of Gay-Lussac and Regnanlt. Translated and edited by Pro* 
fessor W. \V. Randall, Jacob Tome Institute. Price, $1.00. 

The Laws of Radiation and Absorption 

Memoirs by Prevost. Stewart, Kirchhoff, and Kirchhoff and Bunsen. 
Translated and edited by Professor D. B. Brace, University of Nebraska. 
Price, $1.00. 



FRENCH 

Bacon's Une Semaine a Paris 

With a series of illustrated conversations. By Edwin F. Bacon, Ph.B. 
Cloth, i2mo, 136 pp., with map, illustrations, and vocabulary. Price, $0.50. 

^TPHIS l>ook contains a series of helpful conversations which will 
•*■ give the visitor to Paris familiarity with the features of the 
city and such a thorough knowledge of spoken French as will make 
him independent of hired guides. In addition, it affords the student 
valuable drill in modern idiomatic French. The conversations, which 
deal with the sights of the city, and the necessary orders in hotels, 
restaurants, and stores, were in each case written on the scene de- 
scribed, and are true to the life and features of modern Paris. The 
book is supplied with a French- English vocabulary. 

Selected Stories of Alphonse Daudet 

Including La Belle-Nivernaise. Prepared for class use by T. Atkinson 
Jknkins, Professor of the French Language and Literature, Swarthmore 
College. Cloth, i2mo, 185 pp., with notes and vocabulary. Price, $0.50. 

TN this book are included six of the author's most popular stories: 
* The hist School-Day, Master Cornille's Secret, The Worthless 
Zouave, The Old Folks, Little What's-His-Name, The Fair Nivernaise. 
These stories are all distinguished for literary finish, wholesome 
atmosphere, and wealth of idiom, and they all furnish "the lively, 
realistic narrative with plenty of dialogue," recommended by the 
Committee of Twelve for elementary reading. The book contains 
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a portrait and biographical sketch of Daudet, and maps of Paris, 
France, and Le Nivernais. The notes explain all historical allusions, 
as well as difficult grammatical points, and the vocabulary has received 
careful attention. 

Daudet's Tartarin de Tarascon 

Edited by C. Fontaine, Instructor in French, De Witt Clinton High School, 
New York. Cloth, i2mo, 145 pp., with notes and vocabulary. Price, $0.45. 

'TPHIS most popular of Daudet's works is here presented in a very 
"*• attractive form for school use. Some of the salient exploits 
of the hero are illustrated in the style of the original edition, and all 
difficulties are provided for by the ample notes and the complete 
vocabulary. 

Labiche and Martin's Le Voyage de M. 
Perrichon 

A comecjy in four acts. By Eugene Labiche and M. E. Martin. 
Edited for school use by G. Castegnier, B. es S., B. es J,., of the A. H. 
Cutler School, New York City. " Cloth, i2mo, 120 pp., with notes and 
vocabulary. Price, $0.35. 

*T*HIS popular little comedy gives especial opportunities for acquir- 
"*• ing an extensive vocabulary, as it carries the reader to a rail- 
road station, to a country inn, and to Perrichon's city home, and 
makes him familiar with the terms needed by travelers, as well as 
with the words and expressions pertaining to the household. The 
number of different words used is so great that every scene of this 
wonderfully amusing and witty play is in itself a little dictionary. 
Foot-notes explain difficult points, and the vocabulary gives the 
meaning of each word found, as well as its use in idiomatic phrases. 

Mairet's L' Enfant de la Lune 

Edited for school use by Edith Healy. Cloth, i2mo, 120 pp., with 
notes and vocabulary. Price, $0.35. 

*THHIS simple story, rich because of its attractive subject-matter 
■*■ and clear style, is especially suitable for young pupils. At 
the end of each chapter are questions in YtencVv \o Y>s. a&swet&& 
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in that language, designed both for drill and conversation, and to 
show how well the pupils have understood the text. Following each 
exercise in conversation is a summary of the chapter in English, 
to be re-translated into French. These summaries are in a form 
corresponding as nearly as possible to the French words, which 
faciljtate the pupil's work of re-translation. A complete vocabulary 
is included. 

GERMAN 

Benedix. Der Prozess 

Der Prozess by Roderic Benedix. Einer Muss Heiraten by A. WiL- 
HELMi. Edited for school use, with materials for German prose composi- 
tion, by M. B. Lambert, Boys' High School, Brooklyn. Cloth, i2mo, 
112 pp., with notes and vocabulary. Price, $0.30. 

*TPHESE two short comedies are among the books recommended 
"** by the Committee of Twelve of the Modern Language Asso- 
ciation of America as especially suitable for elementary reading in 
German. They are excellent examples of the humorous drama, re- 
plete with fun and sprightliness. They give familiarity with colloquial 
expressions, and will be of great help in teaching the idioms of 
the language. The notes explain difficult points, and the vocabulary 
is complete, rendering all colloquialisms in kind. Exercises for 
re- translation, based on the text, afford thorough drill in German 
prose composition. 

Moser. Der Bibliothekar 

Edited by W. A. Cooper, Assistant Professor of German, Leland Stanford 
Jr. University. Cloth, i2mo, 187 pp., with notes and vocabulary. 
Price, $0.45. 

*TPHIS favorite comedy by one of the most famous German play- 
**• wrights, and familiar as the original of the well-known English 
play, The Private Secretary, is here issued in attractive form. All 
the colloquialisms used in the play are explained in the notes or in 
the complete vocabulary. The style is full of life, and the play 
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cannot fail to hold the interest of pupils in the earlier stages of 
German study. 

Riehl. Das Spielmannskind and Der Stumme 
Ratsherr 

Edited by George M. Priest, Instructor in German, Princeton University. 
Cloth, i2mo, 134 pp., with notes and vocabulary. Price, $0.35. 

TO IEHL'S popularity as a story- teller is so great that this new 
A ^ edition of two of his best-known tales will be warmly wel- 
comed. The notes and the vocabulary, as in the other texts of the 
series, are carefully made, and provide all necessary aid to an intel- 
ligent understanding of the text. 

Stern. Geschichten von Deutschen Stadten 

By Menco Stern. Cloth, i2mo, 420 pp., with illustrations and vocabu- 
lary. Price, $1.25. 

*T*HE popularity of the authors Geschichten vom Rhein has led 
"** to the preparation of a similar collection of stories, covering 
a wider field. From the multitude of places possessing. legendary 
and historical associations the author has gathered a large number 
of tales as entertaining as those associated particularly with the 
Rhine. The style is simple, and the large number of words necessi- 
tated by the variety of the subject-matter is amply covered by the 
vocabulary. The book is suitable for second or third year German. 



SPANISH 

Silva and Fourcaut's Lectura y Conversation 

A new and progressive Spanish method. By T. Silva and A. Foukcaut. 
Cloth, i2mo, 141 pp. Price, $0.60. 

*T*HIS introductory book is divided into three parts, to which is 
•*> added a vocabulary. Part I. contains a simple presentation 
of the fundamental rules of grammar, particular s\.tes& k\^ \a5A. 
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upon verb forms. Part II. consists of a series of reading lessons, 
unpretentious in style, each of which is accompanied by an exercise 
in"conversation. Part III. contains short and interesting extracts 
from some of the best Spanish authors, and one hundred of the 
commoner proverbs. The compactness and simplicity of this book 
make it especially suitable for beginners' classes. 



LATIN 

Reiley's Practical Exercises on the Latin Verb 

By Katiiarink Campbell Rkiley, Teacher of Latin, Brooklyn Heights 
Seminary. Flexible cloth, oblong 4to. Price, $0.50. 

*T*HESK blanks, providing for the writing of over one hundred 
■** verbs, have been prepared to combine rapidity with thor- 
oughness, to economize the time of both teacher and pupil, and to 
present the verb in such a way that its acquisition will be both easy 
and permanent. The arrangement of the indicative and subjunc- 
tive moods in groups according to their stem derivation, and the 
graphic view of the verb as a whole, give the beginner an orderly 
knowledge of its form which soon ripens into unconscious mastery. 
Such a drill on the verb will assist greatly the pupil's progress in 
reading and writing Latin. 

Brittain's Introduction to Caesar 

By M. L. Brittaix, Superintendent of Fulton County Schools, late Head 
of the Department of Languages, Boy's High School, Atlanta, Ga. 
Cloth, i2mo, 171 pp., with maps and illustrations. Price, $0.75. 

*T*HIS book furnishes an easy introduction to the reading of 
■** Caesar. The story of the Helvetian war as told in the first 
thirty chapters of Caesar has been made the basis of the work, and 
wherever possible the exact words of Caesar are used. The les- 
sons are well graded, and difficult constructions are deferred until 
they have been explained and correlated with previous instruction 
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The only previous training required for the study of this book is an 
acquaintance with the forms of nouns, pronouns, adjectives, and 
verbs, which involves but three or four months' preparatory work. 
With such preliminary instruction the pupil wHl be able at the 
close of the first year to understand the constructions in the 
Commentaries and will have mastered the first book, a result not 
generally obtained in less than a year and a half. 

Mel lick's Latin Composition 

For classes reading Caesar. By Anna Cole Mellick, A.B., Brearley 
School, New York. Cloth, i2mo, 49 pp. Price, $0.40. 

*T*HIS little book consists of twenty-five lessons, each illustrat- 
■*■ ing certain grammatical principles. It aims to aid the 
beginner in acquiring a good knowledge of Latin. Each lesson 
includes, besides grammatical references to the standard grammars, 
exercises in English for translation into Latin, which not only 
introduce new constructions, but afford a constant review of the 
principles previously studied. Further drill is furnished by frequent 
paragraphs which are designed to be written in class without the 
aid of the grammar. In addition to the general vocabulary at the 
end of the book, containing some two hundred words, common 
words have been grouped together in the special vocabularies, which 
should be committed to memory as a part of each lesson. 

Harkness and Forbes 's Caesar's Commen- 
taries on the Gallic War 

With introduction; notes, and vocabulary. By Albert Harkness, 
Ph.D., LL.D., Professor Emeritus, Brown University. Assisted by 
Chakles H. Forbes, Professor of Latin, Phillips Academy, Andover, 
Mass. Half leather, i2mo, 593 pp., with illustrations. Price, $1.25. 

*"pHIS text is well adapted for use in preparatory and secondary 
■* schools, because the editors have had exceptional opportuni- 
ties for studying and appreciating their needs. In its preparation 
fflere has been combined a thorough acquaintance wVYv \Y\fc \^s\ 
Methods of classics] instruction in this country and \n TLw^axA «cA 
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Germany, with a practical experience in teaching this author in the 
largest preparatory school in the country. The instruction here is 
in harmony with the present educational methods* and is designed 
not only to be of interest to the student, but to lighten the burden 
of the instructor. The text is based on that of Meusel ; etymology 
has received special attention ; the vocabulary gives the primary 
meanings of words, with such special meanings as occur in the 
Gallic War; and the notes furnish such help as cannot be found in 
the vocabulary or be better imparted by the teacher. 

The edition is furnished with nine colored plates illustrative of 
the military system of the Romans, with eleven plans of battles, 
with seven campaign maps, with a general map of Gaul, and with 
many other illustrations. No illustrations, however, have been 
included which are not appropriate and helpful to the student. 

Price's Cicero's Laelius de Amicitia 

Edited by Clifton Price, Instructor in Latin, University of California. 
Cloth, i2mo, 161 pp. Price, $0.70. 

'T I HE importance of the Laelius as a model of literary style, and 
-■* the wealth of personal and historical allusions, necessitate 
copious notes, which are given on the text page, where they are 
most accessible to the student. The fdrm, style, and manuscripts 
of the work are treated in the introduction, to which the notes 
frequently refer. The copious index makes the notes still more 
valuable for reference. 



GREEK 
Flagg's A Writer of Attic Prose 

For the use of colleges and higher schools. By Isaac Flagg, Professor 
of (ireek, University of California. Cloth, i2mo, vii + 221 pp. Price, 
$1.00. 

npHE exercises for translation are based upon selections drawn 

from the Cyropaedia, the Anabasis, the Oeconomicus, the 

Symposium, the Memorabilia, the Agesilaus, and the Cynegeticas 
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of Xenophon. The models are followed by a guide, in which the 
principles of style are treated much more intensively than is usual 
in text- books on prose composition. Copious notes and references 
to the guide accompany the exercises, and a full vocabulary makes 
the work complete in itself. References are given to the Greek 
grammars of Hadley-Allen, Goodwin, and Babbitt. 



EDUCATION 



White's Art of Teaching 

A manual for teachers, superintendents, teachers' reading circles, 
normal schools, training classes, etc. By Emerson E. White, A.M., 
LL.D. Cloth, i2mo, 321 pp. Price, $1.00. 

TN this book the fundamental principles are presented in a clear 
A and helpful manner, and afterwards applied in methods of 
teaching that are generic and comprehensive. Great pains have 
been taken to show the true functions of special methods and to 
point out their limitations, with a view to prevent teachers from 
accepting them as general methods and making them hobbies. 
The book throws a clear light not only on fundamental methods 
and processes, but also on oral instruction, book study, class in- 
struction and management, written examinations and promotion 
of pupils, and other problems of great importance in school work.- 
It is confidently believed that no other work discusses the numerous 
problems connected with teaching as an art with equal lucidity 
and helpfulness. 



The treatment of the many difficult 
questions which confront the conscien- 
tious teacher or school officer is worthy 
of the highest commendation. I would 
especially commend the chapters on 
Arithmetic and Geography ; but the 
whole is so suggestive, and likely to be 
so helpful that I wish it might be read 
by every teacher in the land, and, in- 
deed, by every person in any way 
^responsible for our system of public 



school education. — T. C. Menden- 
hall, late President, Worcester Poly- 
technic Institute. 

I have examined the book with some 
care and with continually increasing in- 
terest. Like all Dr. White's writings, 
it shows the results of his ripe expe- 
rience, liberal learning, and s<jSi\rxc\3X\r. 
and forceful way ol \>\\W\w£ \\vycv<^. 
The book w\\\ certauAy Y*iNtTy ^ce^v 
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able, for it will be very helpful to the Judd, Professor of Psychology and 

teachers of the country. — A. S. Draper, Pedagogy, University of Cincinnati. 
President, University of I Illinois. 

I am delighted to have this good 
White's Art of Teaching is a book in book and to read it. It recalls to me 
which a thorough knowledge and an ap- the Elements of Pedagogy, which was 
preciation of the new in education seem the first book that threw light upon 
to be combined in just the right propor- my path. I studied it, read and ra- 
tion. I have already referred to it time read it, and recommended it to my 
and time again in my course on prin- pupils and friends. It was a light to 
ciples of education, and shall continue my feet. This last book is the best of 
to do so. I think it is the best book all. — Sarah L. Arnold, Supervisor 
we have on the subject. — Charles H. of Schools, Boston, Mass. 



Descriptive Catalogue 



English 



ENGLISH LANGUAGE 

Including Etymology, Word Study, Composition, 
'Rhetoric, Elocution, and ^Dictionaries 

Anderson's Study of English Words 

% Jessie Macmillan Anderson. Cloth, i2mo, 118 pp. Price, $0.40. 

T'HIS thoughtful and ingenious work represents the latest scholar- 
ship in the important departments in which Archbishop Trench 
^d Richard Grant White were pioneers. It is meant as a stepping- 
stone from grammar to rhetoric and to the history of English litera- 
te. The review questions and the topics suggested in connection 
^th each chapter are novel and useful to an unusual degree ; they 
te nd to deepen the impression made by the study of the chapters, 
^d also cause the student to think for himself. 

ft seems a most useful work for 
jjose who are beginning the study of 
^glish, and I know of nothing which 
P re sents so concisely and so attract- 
,Ve ly those things which beginners 
J^Sht to know concerning the English 
J^guage. I trust it may find its way 
,n to many of our preparatory schools. 
r~L. C. Seelye, President, Smith Col- 
lege. 



I have given it considerable atten- 
tion, and believe the author has used 
her sources ingeniously and effectually. 
It will be an available book for second- 
ary classes. I am not acquainted with 
any so good or any that I should so 
willingly use myself in work of the 
sort intended. — L. A. Sherman, Pro- 
fessor of English Literature, Univer- 
sity of Nebraska. 



Bardeen's Complete Rhetoric 

By C. W f Bakdeen, Half leather, i2mo, cxxku + frft p$. ^^w^\^ 
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Bardeen's Shorter Course in Rhetoric 

By C. W. Bardeen. Half leather, i2mo, 311 pp. Price, $1 00. 

Baskervill and Sewell's English Grammar 

For higher classes. By W. M. Baskervill, Professor of English Lan- 
guage and Literature, Vanderbilt University, and J. H. Sewell, Fogg 
High School, Nashville, Tenn. Cloth, i2mo, 350 pp. Price, $0.90. 

npHIS book presents the facts of the language as deduced from 
-*• the best English literature, set forth in graphic, vigorous style, 
and amply illustrated by apt quotations from the best authors. It is 
not merely a text-book suitable for the higher grades of elementary 
schools, but a complete and entirely modem and adequate treatise, 
particularly adapted for students of mature minds, who already have 
some knowledge of English grammar, and who, possibly, are study- 
ing one or more foreign languages. 

It is the best book of its compass that cal law, because the authors, being fa- 

we remember to have seen. ... It is at miliar with the history of the language 

once scholarly and liberal — liberal, we (which writers of most text-books of 

might say, because it is really scholarly grammar are not), understand that our 

— recognizing the authority of good vernacular has no cast-iron rigidity, but 

usage, even where it varies from the is undergoing changes nowadays, as it 

strict letter of old-fashioned grammati- has been in the past. — The Critic. 

Buehler's Practical Exercises in English 

By Huber Gray Buehler, Master in English, Hotchkiss School, Lake- 
ville, Conn. Arranged for use with Hill's Foundations of Rhetoric. 
Cloth, i2mo, v + 161 pp. Price, $0.50. 

>T*HE art of using one's native tongue correctly and forcibly is 
-*- acquired for the most part through imitation and practice, and 
is not so much a matter of knowledge as of habit. In this book, drill 
is accorded in the ordinary forms of speech that teach from correct 
rather than from incorrect models. The pupil thus being made 
to choose between forms of expression and to explain why he has 
done so, instead of merely sliding through his exercises, strengthens 
his own powers of observation, and acquires the habit of avoiding 
mistakes rather than of correcting them. This book can be used to 
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advantage as an elementary text-book in the study of English with 
pupils for whom an ordinary text on the subject would present prob- 
lems too difficult. It is also excellently adapted for more advanced 
work in connection with Hill's Foundations of Rhetoric, which it 
supplements. 



I know Buehler's Practical Exer- 
cises in English well, and prize it 
highly. — Stockton Axson, Professor 
of English, Princeton University. 

The book is superior in plan and 
execution to all other books of the 
kind known to me. It is a most 
careful and thoughtful piece of work. 
— Samuel Thurber, Girl's High 
School, Boston. 

May I thank you for having given 
Practical Exercises to the school 



world ? It has been of more help to my 
classes and to me than any other book 
of its scope that I have ever used. 
— Carrie M. Palmer, Teacher of 
English, Cedar Rapids High School. 

• 

The plan of Mr. Buehler's work 
impresses me as being both ingenious 
and sensible. I believe it is the best 
solution of the "bad English " problem 
that has yet appeared. — Louis A. 
Strauss, Instructor in English, Uni- 
versity of Michigan. 



Butler's School English 

A manual for use in connection with the written English work of secondary 
schools. By George P. Butler, formerly English Master, Lawrence- 
ville.(N. J.) School. Cloth, i2mo, 272 pp. Price, $0.75. 

*T*HIS valuable contribution to the study of English is somewhat 
-■* difficult of classification ; it is not a grammar, nor is it a com- 
position or a rhetoric, yet it teaches the essentials of all three. While 
it is not English literature, classes which use the book will have a 
better understanding of English literature, a better appreciation of 
style, and a better mastery of the art of composition than they will be 
likely to attain by the use of many formal texts. The book embodies 
the belief that the teaching of English in secondary schools should 
include reading and discussion of selections from standard English 
authors, constant practice in composition, systematic correction of 
the student's work, and such a study of rhetoric as will cultivate the 
power of self-criticism and self-improvement in writing. 

A thoroughly sensible text-book for It is plain and practical, and full of 

preparatory work in English. — G. R. useful suggestions as to English teach- 

Carpenter, Professor of Rhetoric, ing. I am sure it deserves success. — 

Columbia University. O. F. Emekson, Coxtve\\\3Tv\N^s\v^. 
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Cocker's Handbook of Punctuation 

liy \Y. J. Cocker, A.M. Cloth, i6mo, v 4- 127 pp. Price, $0.32. 

A brief treatise on punctuation, capitalization, letter writing, and 
proof reading. It states such general rules as are recognized by 
writers of good English. It illustrates these rules by examples taken 
from many of our best English classics. 

Graham's English Synonymes 

Classified and explained, with practical exercises. By G. F. Graham. 
Edited, with an introduction and illustrative authorities, by Henry Reed, 
LL. ])., Professor of English Literature, University of Pennsylvania. 
Half leather, i2mo, xiv + 344 pp. Price, $1.05. 

Harper's School Speaker — First Book 

Part I. Arbor Day. Part II. Memorial Day. By James BALDWIN, 
Ph.D. Cloth, 121110, 240 pp. Price, $0.60. 

Harper's School Speaker — Second Book 

Graded selections. Cloth, i2mo, 240 pp. Price, $0.60. 

Harper's School Speaker — Third Book 

Miscellaneous selections. Cloth, i2mo, 240 pp. Price, $0.60. 

Hill's Foundations of Rhetoric 

By Adams Sherman Hill, Boylston Professor of Rhetoric and Oratory, 
Harvard University. Cloth, i2mo, v + 375 pp. Price, $1.00. 

"OOYS and girls should be able to express themselves in written 
-"-* language correctly, clearly, and forcibly. This book covers 
the middle ground between the work of the grammar schools and 
the theoretical work in the college course. It gives precisely the 
kind of training which young minds need to enable them to dis- 
criminate between good and bad forms of English. Believing that 
the attention of the young should be drawn primarily to good Eng- 
lish, the author has not deemed it advisable to invent unusual forms 



ENGLISH LANGUAGE 



. c > 



of bad English, and, in every case in which proper and improper 
forms appear side by side, has placed the proper form where it will 
first catch the eye. Beginning with an outline of English grammar, 
the work is divided into three parts, treating respectively of words, 
sentences, and paragraphs. Few books will be found so well adapted 
for use in high schools and secondary and preparatory schools. 



I do not like to write opinions of 
test-books in ordinary cases, but this 
book is so full of valuable devices to 
develop in the student a critical knowl- 
edge of the best usages of an English 
style, that 1 am very glad to say a word 
commending it to all high schools seek- 
a good text-book in English composi- 
tion.— Hon. W. T. Harris, United 
Slates Commissioner of Education*. 

I carry it about the house, reading 
scraps to admiring listeners. I think 
the first twenty-four pages make the 
best statement I ever saw of all 
that is necessary in grammar. — Rev, 
Edward Everett Hale. 



I ;rai delighted with the clearness, 
order.and thoroughness of Hill's Foun- 
dations of Rhetoric, and trust it will 
have the wide acceptance which it 

fully deserves. — Kuan ki.in Carter, 
President, Williams College. 

Hill's Foundations of Rhetoric is 
rhe most prrfect book on the subject 
that has yet been published. It is 
thoroughly up to date in ever) - detail 
without being at all given to fads in 
the use of language It is complete, 
and has leiy few errors of any sort, 
nd, altogether, is, I think, admirably 
, Presi- 



Hill's Our English 



TN the five papers included in this hook, 
*■ Professor Hill discusses English in 
schools and colleges, in newspapers and 
novels, and in the pulpit, and also colloquial 
English. He explains why many of the 
present methods of instruction are wrong, 
and points out their many defects. He 
impresses upon writers that they should 
forget themselves in what they are saying ; 
that they should be correct as well as 
fluent j and should unite vigor with well- 
bred ease, and clearness of thought with compactness oi eu^KSssax- 
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Hill's Principles of Rhetoric 

By Adams Sherman Hill, Poylston Professor of Rhetoric and Oratory, 
Harvard University. New edition, revised and enlarged. Cloth, i2mo, 
vii + 431 pp. Price, $1.20. 

T^ HETORIC should be studied, not as a science, but as an art, 
-*-^ with practical ends in view. In the author's opinion, the 
function of rhetoric is not to provide the student of composition with 
material for thought, nor yet to lead him to cultivate style for style's 
sake, but to stimulate and train his powers of expression — to enable 
him to say what he has to say in appropriate language. It is divided 
into two parts; Part I. discussing and illustrating the general prin- 
ciples which apply to written and spoken discourse of every kind, 
and Part II. dealing with those principles which apply exclusively 
and especially to the various kinds of prose writing which seem to 
require separate treatment. So highly is this book regarded, that it 
is now the accepted authority and text-book in all the principal 
colleges throughout the country. 



We are not accustomed to go to col- 
lege text-books for entertainment, yet 
one may find it, as well a£ instruction, 
in the revised and enlarged edition of 
the Principles of Rhetoric, by Adams 
Sherman Hill. The author, who is 
the Boylston Professor of Rhetoric and 
Oratory in Harvard College, has here 



produced a work which seems likely to 
supersede its predecessors and com- 
petitors, by reason of the soundness of 
its fundamental conceptions, the clear- 
ness of its arrangement, the lucidity of 
its definitions, and its combination of 
scholarship and common-sense. — New 
York Sun. 



Johnson's Elements of Literary Criticism 

Py Charles V. Johnson, Lit.I)., Professor of English Literature, Trinity 
College, Hartford. Cloth, i2mo, iv 4- 294 pp. Price, $0.80. 

TN order to enable us to appreciate our literature, the author has 
A examined here the most plain and obvious qualities which char- 
acterize the works of some of the great English writers. In this way 
he hopes that an intelligent understanding of the simplest reasons why 
admired writings are admirable may lead to a love of them for them- 
selves, and a less unfruitful regard for them on traditional authority. 
While he has kept in view the use of the book for class-room work, 
he has, on the other hand, not lost sight of that far more numerous 
and equally deserving class of students who are denied the privileges 
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of a college training. From beginning to end the work is written in 
an exceedingly interesting and stimulating manner. 

It is more than a good book ; it is One of the most suggestive books 

an extremely good one. The author that I have ever seen. It should prove 

is at home with his subject. He un- of no small service in that awakening 

derstands himself, and has the faculty and defining of literary interest which 

of making others understand him. His is a main object in college. — Charles 

insight is keen, his statements lucid, Sears Baldwin, Instructor in Rhe- 

his examples apt, his critical scheme toric, Yale University, 
at once simple and profound. Even 

what is familiar appears fresh because I have read it with great interest, and 

stated from a new point of view, and have found nothing which comes so 

as part of a wide-reaching philosophy near my idea of what is needed by col- 

of literature. The suggestiveness of lege students in the way of an informal 

his treatment is very stimulating. — introduction to the aesthetic qualities of 

James R. Truax, Professor of Eng- literature. — E. H. Lewis, Professor of 

lish Literature, Union College. English, Lewis Institute, Chicago. 



Johnson's English Words 

An elementary study of derivations. By Charles F.Johnson, Lit.D., 
Professor of English Literature, Trinity College, Hartford. Cloth, i6mo, 
255 pp. Price, $0.84. 

TN this modernization of Trench's Study of Words, the author aims 
-*■ at making etymology suggestive and interesting to young stu- 
dents and at presenting the elements of the subject in such a form 
as to stimulate to further investigation and to lead to a more correct 
and literary use of words. Experience teaches that this last is the 
really valuable result the great majority of students obtain from such 
elementary study of words as is usually made in our high schools and 
even in the freshman year of our colleges. In more advanced classes, 
this book may be made the basis of recitations, in which fuller in- 
vestigations are carried out by the students with the help of the 
dictionary. It is especially fitted for work with Skeat's Smaller 
Etymological Dictionary, and is arranged with a view to fuller pres- 
entation by lectures and reading on the topics of each chapter. 

It has interested me so much that A work alike interesting and schol- 

I almost feel personally concerned in arly, and of peculiar interest to all stu- 

its success. I shall adopt it as a dents of English. I shall certainly 

text-book. — W. P. Trent, Professor make use of it in my English course. 

of English Literature, Barnard Col- — John Morris, ProCesscrc ol ^.tv^JasSa. 

lege. Language, University ol C^crc^v^. 
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Kennedy's What Words Say 

A practical analysis of words. I>y John Kennedy. Cloth, l2mo. 
Part I., 176 pp.; Part II., 176 pp. Price, each, $0.45. 

Kidd's New Elocution and Vocal Culture 

By Robert Kidd, A.M. Half leather, 121x10,504 pp. Price, $1.00. 

Kimball's Structure of the English Sentence 

By Lillian G. Kimball, Instructor in English, State Normal School, 
Oshkosh, Wis. Cloth, i2mo, 244 pp. Price, $0.75. 

'TpOO many pupils leave school with a mistaken and disagreeable 
-"- idea of the study of English grammar. In this book, the 
author has provided for high and normal schools a profitable and 
pleasing continuation of grammar study. By this examination of the 
structure of sentences in relation to the thought embodied, students 
will acquire a vital and useful knowledge of etymology and syntax. 
It will not only be a study of thought, and as such discipline the 
mind, but it will train the student through practice, which is the 
most effective way, to interpret the thought of others ; and by pre- 
senting to him the best models for imitation, it will aid him in com- 
municating clearly his own thoughts. 

Kimball's The Structure of the Kimball's Structure of the English 

English Sentence seems to me a very Sentence is so full of well arranged 

good book. It is clear and compact, examples of all kinds of sentences, 

not marred by dogmatism, and con- clauses, and phrases, that I find it 

tains an abundance of well selected very helpful in class work. — MARY 

examples. — R. D. O'Lkary, Assist- J. Andkrson, Associate Professor of 

ant Professor of English, University English, State Normal School, Terre 

of Kansas. Haute, Ind. 

March's Anglo-Saxon Grammar 

A comparative grammar of the Anglo-Saxon language. By Francis A. 
March, LL.D., Professor of the English Language and Comparative 
Philology, Lafayette College. Cloth, 8vo, x + 253 pp. Price, $1.80. 

March's Anglo-Saxon Reader 

With philological notes, a brief grammar, and a vocabulary. By FRANCIS 
A. March. LL.D., Professor of the English Language and Comparative 
Philology, Lafayette College. Cloth, 8vo, viii + 166 pp. Price, $1.10. 
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Maxwell's Advanced 
Grammar 

For use in higher grammar classes and high schools. 
Maxwki.l, M.A., Ph.D., City .Superintendent of S< 
City. Cloth, l2mo, 334 pp. l'rice, $0.60. 

In the preparation of this book (the third in 
Maxwell's English Course) the author has con- 
stantly had in mind the three uses of grammar — 
as an intellectual discipline, as a key to the mean- 
ing of obscure sentences, and as an art that fur- 
nishes the rules for correct expression. It is a 
well-planned combination of theory and practice, 
furnishing sufficient work for the last two years of a 
grammar-school course or for a thorough high-school 
course. Because of its clear and logical arrange- 
ment, it is also an excellent book for reference. 



Lessons in English 






Maxwell and Smith's Writing in English 

A modern school com position. By William II. Maxwell. M. A., Ph.D., 
City Superintendent of Schools, New York City, and Gkoroe J. Smith, 
M. A., Ph.D., Member of the Board of Examiners, New York City. Cloth, 
llmo, 269 pp. Price, $0.75. 

A BOOK for upper grammar classes and high 
schools, which aims to teach the correct 
Tiling of English. Ifris based on the established 
Principle of teaching from the whole to the parts, 
a method which does not kill the pupil's interest 
l composition and compel him to begin the sub- 
ject by first laboringover minute details, as do so 
many books. Entire compositions are taken up 
"^followed by. paragraphs, then sentence con- 
ations, and, finally, the smallest units of com- 
position, words. Models of good composition, 
"listed for their style and for their skillfully 
wdered presentation of ideas, form a prominent feature, and, because 
°f their character, give an interest and a value to the iioiV.. PaUkwtos 
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attention is called to the large number and practical character of the 
exercises, which have been planned and arranged with the greatest 
care, and which may fairly be said to constitute the active and living 
element in the book. 

McGuffey's New Eclectic Speaker 

Cloth, i2mo, 504 pp. Price, $0.80. 

In this book three hundred exercises for reading and declamation 
have been selected from the best American and English literature, 
with special reference to purity of sentiment, beauty of style, elo- 
quence, interest, and instructiveness of matter. Directions and 
exercises are also included on the management and cultivation of 
the voice. 

Morris's English Grammar 

(See Literature Primers.) 

Morris and Bowen's English Grammar Ex- 
ercises 

(See Literature Primers.) 

Nichol's English Composition 

(See Literature Primers.) 

Peile's Philology 

(See Literature Primers.) 

Quackenbos's Course of Composition and 
Rhetoric 

By G. P. Qi'ackenhos, LL.T). Revised by John D. Quackenbos, A.M., 
M.D., Professor Emeritus of Rhetoric, Columbia College. Half leather, 
i2mo, 453 pp. Price, $1.05. 
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Quackenbos's Practical Rhetoric 



•pHOUSANDS of teachers and many 
writers of English hold in grateful 
memory Quackenbos's Composition and 
Rhetoric, whose author was the father of the 
"riter of the present book. The son inher- 
ited the tastes of the father and followed in 
His footsteps. The Practical Rhetoric may 
be regarded as an evolution of the earlier 
*ork, preserving its spirit and its unrivaled 
adaptability to the needs of students, but 
thoroughly representative of present thought J0HN L 
and present methods of instruction. It will be found clear, simple, 
^d philosophical ; original in its departure from outgrown traditions ; 




profusely illustrated with ( 
fall of life. 



mples 



mprehensive, interesting, and 



1,1 'he literary spirit ; the illustrations 
art (reshly and independently chosen ; 
"* bibliographical references are most 
valuable. — A L.BKRT S. COOK. Profes- 



A very useful book, 
nent and it= fullness uf « 



cipi.:i-::illy (. 
of arrang. 

ibjtrtrt m:itlc 



Skeat's Smaller Etymological Dictionary 
(Student's Series) 

A concise etymological dictionary of the English language. By the Rev, 
Walter W. Skeat, M.A., Erlington and Bosworth Professor of Anglo. 
Suon, University of Cambridge. Cloth, i2mo, xii + 633pp. Price, $1.25, 

T^HIS is not an abridgment of the larger Etymological Dictionary, 
but an entirely new work. Trie author has aimed to produce 
a handbook for the use of that increasing number of students who 
*ish to learn the history of the English language, and who naturally 
desire to have Anglo-Saxon and Icelandic forma presented, to them 
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rightly spelled and accentuated, a point which seldom receives 
sufficient attention. 

Mr. Skeat's book will undoubtedly accessible to English readers. This 
supersede all extant English diction- is not only one of the most useful, 
aries for the purpose of etymological but one of the most interesting books 
inquiry. . . . Taken altogether, the ■ that has been offered to the student 
book constitutes an immense advance of the English language. — New York 
over any other work of the same scope Sun. 

Southwick's Steps to Oratory 

A school speaker. By ¥. Townsend Southwick, Principal of the New 
York School of Expression. Cloth, i2mo, 464 pp. Price, $1.00. 

'T'HIS book furnishes instruction in speaking, together with rep- 
"*• resentative selections from the best English and American 
literature. These are effective for declamation and eminently suit- 
able for school exercises and exhibition purposes. The author has 
constantly in mind the best method of presenting in oral speech the 
real thought contained in the selections read. Sufficient technique 
is given to guide the student and to enable him to speak correctly 
and forcibly, each step being followed by a number of selections 
exemplifying the points explained. The book tells how to use and 
improve the voice, how properly to express the emotions, and how 
to make a few simple gestures. 

I like the book, for it contains more It is full of excellent hints to the 

of sense and real help than the usual student of elocution. The selections 

book of this kind, and inculcates a are well chosen, containing gems from 

restraint and naturalness which I am best literature right up to date.— 

often tempted to think elocutionists' Thomas C. Trueblood, Professor of 

manuals are written for the express Oratory, University of Michigan. 
purpose of destroying. I do not know 

any book which I should more readily The selections are choice, and the 

recommend for use in secondary plan of the book is one that will, I 

schools. The college student can find am sure, adapt itself to the needs of 

in it much of practical suggestion — the elocution work in most of ourpre- 

CIko. II. Churcimi.1., Associate Pro- paratory schools. — Chas. H. RaY- 

fessor of English and Public Speaking, mond, Instructor in Elocution, Law- 

Amherst College. renceville (N. J.) School. 

• 

Swett's School Elocution 

A manual of vocal training in high schools, normal schools, and academics* 
lty John Swett, Principal of the San Francisco Girls' High and Normal 
School. Cloth, i2mo, 400 pp. Price > $i.oo % 
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Swinton's New School Composition 

For advanced grammar grades and high schools. By William Swinton. 
Cloth, i2mo, 113 pp. Price, $0.32. 

Seldom has so small a book contained so much of suggestion, 
inspiration, and discriminating and tactful help in the art of writ- 
ing. The book is a wide departure from any of its prototypes, and 
has rarely, if ever, been excelled for its purpose. 



Swinton's New Word Analysis 

By William Swinton, Gold Medallist, Paris Exposition, 1878. Cloth, 
i6mo, v + 154 pp. Price, $0.35. 

A school etymology of English derivative words, with practical 
exercises in spelling, analyzing, defining synonyms, and the use of 
words. 



Waddy's Elements of Composition and 
Rhetoric 

With copious exercises in criticism and construction. By Virginia Waddy, 
Richmond (Va.) High School. Cloth, i2mo, 416 pp. Price, $1.00. 

T^HE graces of rhetoric can be acquired only by constant practice 
-** and an acquaintance with good literature. This book provides 
for much practice in writing, and supplies an unusually large number 
of illustrative exercises and extracts from good authors. The chapter 
on style should be particularly noted. Here the pupils are led to dis- 
criminate in the choice of words, in exact meanings and uses, and in 
the common faults to be avoided. In size, as well as in range of 
topics discussed, this work is well within the grasp of ordinary classes. 

The pages (2-75) making the scien- The topics in this book are judi- 

tific grammar the basis of practical ciously chosen, appropriately arranged, 

composition are the best treatment of and discussed with clearness and pre- 

the matter that I have seen in text- cision. — John L. Buchanan, late 

books. — Thomas R. Price, Columbia Superintendent of Schools, Rk-tavcyeA^ 

University. Va. 
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WEBSTER'S SCHOOL DICTIONARIES- 
REVISED EDITIONS. 

XX7EBSTER'S Dictionaries are officially recommended by the 
* * educational authorities of nearly every State and Territory 
in the Union. Nearly even- purchase of dictionaries made by Na- 
tional or State authoritv is of Webster. Webster is indorsed bv 
nearly all the college presidents and leading educators and literary 
men of the United States and Canada. Nearly all the schoolbooks 
used in the United States, by whomsoever published, are based on 
Webster. 

The School Dictionaries have been thoroughly revised, and reset 
with new type, new illustrations, new style of binding, etc., and made 
to conform to the great standard authority, Webster's International 
Dictionary. In convenience of form, amount and availability of 
matter contained, judicious selection of words treated and of words 
excluded, Webster's School Dictionaries are unapproachable. 

In each book of the series an ingenious and uniform plan has been 
adopted to economize space and thus increase the amount of matter 
given in the definitions, derivations, and illustrative use of the words 
treated. The subject-word is printed in heavy-faced type, and the 
pronunciation indicated by re-spelling and by the use of diacriticals. 

Webster's High School Dictionary 

A dictionary of the English language, with an appendix containing a pro* 
nouncing vocabulary of biblical, classical, mythological, historical, and 
geographical proper names. Abridged from Webster's International Dic- 
tionary. With over 800 illustrations. Cloth, 8vo, 530 pp. Price, $0.98. 

This dictionary treats about 37,000 words. 

We have put into the hands of the make any changes. — W. H. WlLEY, 
pupils of different grades, from the Superintendent of Schools, Tent 
sixth through the high school, Web- Haute, Ind. 
ster's High School and Academic Dic- 
tionaries. These books are giving the Webster's Dictionaries are in use in 
best of satisfaction, and there is no dis- all the schools of the city ; their supe* 
position on the part of our trustees to riority is acknowledged. — HlN*¥ 
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Snyder, Superintendent of Schools, It would be a happy day for the 

Jersey City, N. J. pupils of the country if every student 

could have a Webster's School Diction- 
Schools should use Webster's School ary at his elbow, for convenient refer- 
Dictionaries. — W. D. Mayfield, State ence. — Charles R. Skinner, State 
Superintendent of Education, South Superintendent of Public Instruction, 
Carolina. New York. 



Webster's Academic Dictionary 

A dictionary of the English language, giving the derivations, pronuncia- 
tions, definitions, and synonyms of a large vocabulary of the words in 
common use, with an appendix containing various useful tables. Abridged 
from Webster's International Dictionary. With over 800 illustrations. 
Cloth, 8vo, xxxii + 704 pp. Price, $1.50 ; indexed, $1.80. Half leather, 
$2.75 ; indexed, $3.00. 

*THHIS volume treats a wider range of words than the High School 
■*• Dictionary, and gives particular attention to derivations and 
synonyms. It is the favorite book for use in secondary schools. 

Webster's Academic Dictionary is I have arisen from an hour spent 
the ideal book for high schools, acad- in the examination of Webster's New 
emies, normal schools, colleges, and Academic Dictionary with the con- 
general readers. It was a happy viction that we have at last a reliable 
thought to show the pronunciation of dictionary for handy reference, adapted 
each word. Many do not know the alike for the use^of teachers, students, 
sounds of the letters as indicated by professional and business men, so com- 
the diacritical marks, but, in taking the prehensive and authoritative, yet so 
marks and pronunciation together, one concise, as to satisfy all who have oc- 
ean hardly miss getting the proper pro- casion to use a dictionary frequently, 
nunciation. I have recommended the and in conditions where an unabridged 
High School Dictionary for all our edition is impracticable. — W. II. 
upper grades. — J. M. Greenwood, Chandler, State Inspector of High 
Superintendent of Schools, Kansas Schools, Wisconsin. 

City, Mo. 

Webster's Academic Dictionary is 

I have only praise for Webster's the latest, most complete, and corn- 
Academic Dictionary in every particu- paratively inexpensive dictionary of its 
lar, and find it a most valuable aid in size and value. For the purpose for 
my office work. — E. A. Alderman, which it has been published, it has no 
President, Tulane University. superior. — New York Times. 



Webster's Countinghouse Dictionary 

Slightly extended from the High School Dictionary. Sheeo, crowtv fcx^ 
xxxii + 720 pp. Indexed. Price, $2.40. 
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Webster's Condensed Dictionary 

A condensed dictionary of the English language, with copious etymologi- 
cal derivations, accurate definitions, pronunciation, spelling, and appen- 
dixes for general references. With over 1,500 illustrations. Cloth, 1211111, 
viii + 798 pp. Price, $1.44 ; indexed, $1.75. Half leather, $2.75 ; indexed, 
$3.00. 



Wilson's Treatise on Punctuation 

Designed for the use of schools and academies, also for letter writers, 
authors, printers, and correctors of the press. With an appendix contain- 
ing rules on use of capitals, list of abbreviations, hints on preparation of 
copy and on proof reading, specimen of proof sheet, etc. By John Wilson. 
Cloth, i2mo, 334 + vi pp. Price, $1.00. 

No work has ever superseded this well-known standard. 
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Alden's Studies in Bryant 

(See Literature Primers.) 

Blaisdell's First Steps with American and 
British Authors 

By Ai.bkrt Y. Klaisdkll. Revised and enlarged edition. Cloth, iamo, 
iv -f 442 pp., with portraits. Price, $0.90. 

*THHE author aims to provide high-school students with a judicious 
-■* and methodical introduction to the standard American and 
English texts and to serve as a basis for a regular course of study in 
English literature. Enough material is furnished for at least one 
year's work. This new edition has been thoroughly revised and 
brought ii]) to date, with many additions. Attention is called par- 
ticularly to the selections for study in prose and poetry, with guide 
analyses and explanations of their use ; the biographical sketches; 
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the outlines for the study of selections ; the exercises for collateral 
study, etc. 

The selections are judicious and the I can endorse it without qualifica- 

notes sufficiently full for the needs of tion for the purpose it is intended to 

thestudent. — T. W. Hunt, Professor serve — an introduction to the more 

of Rhetoric and English Language and formal and advanced study of litera- 

Literature, Princeton University. ture for the first year's work. It is 
correct in principle, placing the re- 

The selections are judiciously made, sponsibility for carrying out details 

and the method of study is sound. In upon the teacher, and the selections 

the hands of a sympathetic teacher it are of high quality, yet simple, as they 

would be an excellent book for pupils should be in a beginning course. — 

beginning the study. — Wm. Hand EnwiM M. Hopkins, Professor of 

Brownk, Professor of English Liter- English Literature, University of 

ature, Johns Hopkins University. Kansas. 

Brooke's English Literature 

e Primers.) 



Cathcart's Literary Reader 

A manual of English literature, being typical selections from some of the 
best British and American authors from Shakespeare to the present time. 
Chronologically arranged, with biographical and critical sketches, and 
numerous notes by George R. Catkcart. Half leather, 8vo, 541 pp. 
Price, $r. 15. 

"ITI7HETHER considered as a compendium of 
English literature or as an advanced literary 
reader, this book has enjoyed for a number of years 
wide popularity in the best schools. The range of 
authors studied, as well as the illustrative suggestions 
on each article presented, make it unusually valuable 
in all classes giving special attention lo the study of 
English. The present edition has been enlarged by 
extending the biographical sketches and by adding 
to the critical notes. Portraits are given of nearly oeorge r. cath 
100 authors. 

College Entrance Requirements in English 
for Study and Practice, 1901-1905 

(See Eclectic English Classics.) 
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Dowden's Shakespeare 

(See Literature Primers.) 

Gilman's First Steps in English Literature 

By Arthur Gilman, A.M. Cloth, i6mo, 234 pp. Price, $0.60. 

BELIEVING that the age demands small text-books, the author 
determined to omit from his work all that could possibly be 
spared and yet leave it a sufficient guide to the learner. He does 
not introduce selections from the writers discussed, but intends that 
his book shall send the reader to the library, where he shall use the 
" prenotion " gained by the perusal of this little manual. The book 
sketches briefly the various periods of English literature and the in- 
fluences that have affected it. 

Halleck's History of English Literature 

* 

By Reuben Post IIalleck, M.A. Cloth, i2mo, 499 pp., illustrated. 
Price, $1.25. 

HILK this work is sufficiently simple to be 
readily comprehended by high-school stu- 
dents, the treatment is not only philosophic, but 
stimulating and suggestive, and leads naturally to 
original thinking. Whatever is most noteworthy in 
the development of English literature — the authors' 
productions, their relation to the age, and the rea- 
son why they hold a position in literature — receives 
"' treatment commensurate with its importance, lit- 

~~ erary movements are clearly outlined at the begin- 

REUBEN POST HALLECK . 

ning of each chapter, and the essential qualities 
given which characterize each age. Much help will be derived from 
the carefully selected list of books, the suggestive questions, the sum- 
maries, and the special literary map of England. Particular mention 
should be made of the mechanical excellence of the book, and of the 
illustrations, which are especially notable. 

1 think Halleck's History of Kntf- he, the proportion of space given to 
lish Literature is admirable. The ar- each writer is very just, and the criti- 
rangement is exactly what it should cisms are conservative and discriminit- 
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ing. The illustrations add immensely 
to the value of the work, as does the 
map. If I were teaching a general 
course of literature this year, 1 should 
certainly use Mr. Halleck's book. I 
congratulate you on having published 
so excellent a history. — -William L. 
Phelps, Assistant Professor of Eng- 
lish Literature, Yale University. 

I am very much pleased with Hal- 
leck's History of English Literature. 
The book is both simulating and well 
balanced. My impression is that there 
is no more helpful work in existence 
of this size and scope. — Albert H, 
Tolman, Assistant Professor of Eng- 
lish Literature, University of Chicago. 



:ion between im 



excellent A 
porta nt and u 

that the author nas succeeaeu in giv- 
ing us what he promises in his preface, 
"the general drift of literary thought." 
The bibliography is an excellent fea- 
ture of the manual. — Theodore W. 
Hunt, Professor of Rhetoric and Eng- 
lish Language and Literature, Prince- 
ton University. 

Halleck's History of English Litera- 
ture is a remarkably good piece of 
work. The amount of useful and in- 
teresting knowledge which the author 
has packed into it is wonderful. He has 
been exceedingly judicious in his choice 
of material to use and material to reject, 
and everything is stated with a refresh- 
ing clearness.— Cyrus Northrop, 
President, University of Minnesota. 



Himes's Milton's Paradise Lost 

With an introduction and notes on its structure and meaning. By JOHN 
A. HlMES, Professor of English, Pennsylvania College. Cloth, i2mo, 
xxxii + 482 pp. Price, $1.20. 

Johnson's History of English and American 
Literature 



By Charles F. Johnson, 
Trinity College, Hartford. 
*i.S5. 



Cloth, jamo, 552 pp., 

A TEXT-BOOK for a year's course it) schools 
and colleges, in which English literary history 
is regarded as composed of periods, each marked 
by a definite tone of thought and manner of ex- 
pression. The treatment follows the divisions logi- 
cally and systematically, without any of the per- 
plexing cross-divisions so frequently made. It is 
based on the historic method of study, and refer- 
ences are given briefly to events in each period, 
bearing on social development, to changes in reli- 
gious and political theory, and even to advances 
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in the industrial arts. These all receive due consideration, for 
each author, if not entirely the product of social conditions, is at 
least molded by them. In addition, the book contains critiques, 
general surveys, biographical sketches, bibliographies, and suggestive 
questions. The examples have been chosen, as a rule, from poems 
which are generally familiar and of an illustrative character. 

In the first place it is thoroughly One expects good things of Profcs- 

readable, all of it, and very entertain- sor Johnson whenever he writes, and 

ing and enjoyable. In the second this book is no disappointment. I am 

place it seems to be sane and sound, well pleased with it, and shall take 

having in view always high standards, pleasure in recommending it to teach- 

It is readable as a narrative, and the ers. — (.'. F. Ansley, Professor of Eng- 

critical judgment interspersed is so lish, University of Kansas. 
skillfully woven in that it gives not 

in the least a didactic impression. I I have examined it with care, and 

know nothing more clear than the in- am much pleased with it. It is not too 

troductory treatment of the evolution profound, and will, I think, be practi- 

of the races with the language and cable for students in secondary schools. 

literature, which gives the student not — I,. A. Sherman, Professor of the 

only the growth of the literature, but English Language and Literature, 

why and how it grew. And let me University of Nebraska. 
say also that I am very much satisfied 

with your presentation of the chief I am inclined to use it as a quit- 

authors, especially of Shakespeare. I book accompanying a long series of 

think I appreciate your good work in lectures on English literature in our 

this field, because 1 know something junior class. — CHARLES F. RlCHARD- 

of its difficulties. — Charles Dudley son, Professor of English Language 

Warner. and Literature, Dartmouth College. 

Johnson's Alexander Pope 

By Samiel Johnson. Edited by Kate Stephens. Cloth, i2mo, 
vii + 197 pp. Price, $0.60. 

Koop man's Mastery of Books 

Hints on reading and the use of libraries. Iiy IlARRY Lyman K00PMAS. 
A.M., Librarian, Brown University. Cloth, i2mo, 214 pp. Price, $0.90. 

>T*HE benefit derived from books depends largely on the way in 
-* which they are read. When an eager student enters a laigc 
library for the first time, the question is suggested, Who will be 
master — the boy, with his undeveloped and untrained mind, or the 
l>ooks, with the tremendous forces locked up within their covers? 
Every student, except the most mature, will receive substantial aid 
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in the right solution of this question by a careful perusal of this 
specific and practical work. 

I wish to express my appreciation of Koopman's Mastery of Books is a 

Koopman's Mastery of Books as a grand and timely book. I intend to 

guide to young students who are feel- place it in the high-school library and 

ing their way to the best things in lit- call special attention to it. I wish 

erature. Every candidate for college pupils in the high schools and teachers 

should have such a book as a help in to read it, and procure a copy for 

preparation. — Margaret G. Strat- individual use if possible. — T. W. 

ton, Professor of English Language MacFall, Superintendent of Schools, 

and Rhetoric, Wellesley College. Quincy, 111. 

Matthews's Introduction to American Lit- 
erature 

By Brander Matthews, A.M., LL.B., Professor of Literature, Colum- 
bia University. Cloth, i2mo, 256 pp., illustrated. Price, $1.00. 

*TPHE Bookman says, " The book is a piece of work as good of 
its kind as any American scholar has ever had in his hands. 
It is just the kind of book that should be given to a beginner, be- 
cause it will give him a clear idea of what to read, and of the relative 
importance of the authors he is to read ; yet it is 
much more than merely a book for beginners. > 

Any student of the subject who wishes to do good ' v 

work hereafter must not only read Mr. Matthews's 
book, but must largely adopt Mr. Matthews' s way 
of looking at things, for these simply written, un- 
pretentious chapters are worth many times as 
much as the ponderous tomes which contain what 
usually passes for criticism; and the principles 
upon which Mr. Matthews insists with such quiet 
force and good taste are those which must be 

BRANDER MATTHEWS 

adopted, not only by every student of American 
writings, but by every American writer if he is going to do what is really 
worth doing. There is little room for division of opinion as to the ex- 
cellence of Mr. Matthews's arrangement as a whole, and as to the sound- 
ness of his judgments. He preserves always the difficult balance 
between sympathy and justice. ... In shoit, Mi. M2&taK^ 
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has produced an admirable book, both in manner and matter, and has 
made a distinct addition to the very literature of which he writes." 

Besides numerous excellent portraits, the lxx)k contains interest- 
ing facsimiles, pictures of homes of authors, and a brief chronology 
of American literature. 



I must congratulate you on Mat- 
thews's American Literature. I read 
it from cover to cover at a single sit- 
ting ; it was so interesting that 1 could 
not leave it till finished. The style is 
so simple, so clear, so attractive, that 
it can but point the way to a study of 
the authors discussed. Mr. Matthews 
is very happy in his grouping of 



authors, thus making the development 
of our literature stand out logically and 
conspicuously, where usually there is 
simply a mass of names and dates 
without any chain of sequence or rela- 
tion, except that the men were authors. 
I shall certainly use the book. — (Miss) 
II. L. Mason, Instructor in English, 
Drexel Institute, Philadelphia. 



McCaskey's Lincoln Literary Collection 

Designed for schoolroom and family circle, containing more than 600 
favorite selections in prose and poetry — selections for Arbor Day, Bird 
Day, Decoration Day, Days of the Poets, etc. By J. P. McCaskey. 
Cloth, 8vo, 576 pp. Price, $1.00. 

The I Lancaster (Pa.) High School has long been noted for the 
excellence of its work in English literature under the leadership of 
the principal, Dr. McCaskey. Among the most interesting features 
of the work has been the practice of committing to memory master- 
pieces from many English authors. The Lincoln. Collection is made 
up of extracts which have been used for this purpose in I^ancaster, 
but it is no less suitable for other schools where work of the same 
nature is done. 

McNeill and Lynch 's Introductory Lessons in 
English Literature 

For high schools and academies. By I. C. McNeill, President, Seventh 
Wisconsin State Normal School, and S. A. Lynch, Teacher of English. 
Central High School, Superior, Wis. Cloth, i2mo, 376 pp., illustrated. 
Price, $1.00. 

T TNLIKE other books of a similar nature, this volume contains 
^ outlines of definite work for students in secondary schools 
which will cultivate for them an intelligent appreciation and enjoy- 
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ment of literary excellence without any undue effort on the part of 
the instructor. The selections, chosen from the representative 
American and English authors, are each a complete piece, and, 
arranged in an increasing order of difficulty, illustrate the principal 
kinds of literature. To perfect the analytical study, each selection is 
followed by exhaustive exercises in criticism which deal with the 
work both in general and in detail. Suggestive topics and brief out- 
lines for composition, based on the selections, are also furnished, 
together with explanatory and biographical notes. Such a book will 
stimulate and direct the activity of beginners and enable them to 
improve in expression and literary taste. 

Phillips's Popular Manual of English Lit- 
erature 

Containing outlines of the literature of France, Germany, Italy, Spain, 
and the United States. With historical, scientific, and art notes. By 
Maude Gillette Phillips. Cloth, Svo, illustrated. Two volumes. 
Vol. I. xiv + 581 pp.; Vol. II., 569 pp. Price, each, $2.00. 

A S a school manual, as a guide to the general reader, and as a 
■**• book of reference, this work presents, in a manner at once 
simple, attractive, and philosophical, a general survey of the historical 
development of English literature, by dividing it into ten ages, with 
their respective characteristics. This, however, is but an introduc- 
tion to the study of the representative writers, who are given special 
treatment. The entire arrangement, with marginal notes and ocular 
summaries, is such as not only to train the imaginative and critical 
powers of the student, but to promote and popularize that analytical 
and psychological study of the masterpieces of English literature 
which is so important. The book also presents a carefully selected 
mass of facts and information respecting the representative English 
authors, from varied' and reliable sources, together with celebrated 
and characteristic passages referring to them and their writings, 
quoted from the works of the keenest critics of P^urope and America. 
A list of books of reference for practical reading is given in con- 
nection with the topics under consideration. 
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Robertson's History of English Literature 

For secondary schools. By J. Locie Robertson, A.M., First English 
Master, Edinburgh Ladies' College. Cloth, i2mo, iv + 394 pp. Price, 
$1.25. 

A BRIEF yet full compendium and history of English literature 
since the " Song of the Traveler," early in the fifth century. 
For convenience the whole subject has been divided into six periods 
and a survey made of each, first in its historical, and secondly in its 
literary, aspects. Extracts from the various writers have been selected 
and introduced which are characteristic of their style and illustrative 
of their genius. Each period ends with a full chronological list of 
the various authors belonging to it and of the more important works 
which they have produced. These not only make the book valuable 
for reference, but also serve to show the nature and extent of the 
literary wealth of each successive period. The arrangement of the 
type is such that the book may be used equally well in classes of 
different grades. 



Skinner's Readings in Folk-Lore 

By Hubert M. Skinner, A.M. Cloth, i2mo, 464 pp. Price, $1.00. 

Short studies in the mythology of America, Great Britain, the 
Norse Countries, Germany, India, Syria, Egypt, and Persia; with 
selections from standard literature relating to the same. 



Skinner's The Schoolmaster in Literature 

By Hubert M. Skinner, A.M., with an introduction by Edward 
Eggleston. Cloth, 8vo, 624 pp. Price, $1.40. 

Contains selections from the writings of Ascham, Moliere, Fuller, 
Rousseau, Shenstone, Cooper, Goethe, Pestalozzi, Page, Mitford, 
Bronte, Hughes, Dickens, Thackeray, Irving, George Eliot, Eggles- 
ton, Thompson, and others. 
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Skinner's The Schoolmaster in Comedy and 
Satire 



A companion volume to The Schoolmaster in Literature. 

Smith's Studies in English Literature 

Literature, Hughes 



Swinton's Studies in English Literature 

By WILLIAM SwiNTON, Gold Medallist. Paris Exposition, 1878. Cloth, 
8vo, ixxiii + 638 pp., illustrated. Price, $1.20. 

A TEXT-BOOK for high schools, normal colleges, and academies, 
■**■ occupying the meeting point of literature and rhetoric. It 
furnishes a body of texts to be carefully read in connection with the 
biographical and critical study of particular authors, 
and applies the canons of literary art to the analy- 
sis of the text as here presented. The forty 
authors chosen, not only are of the first rank, but 
represent, as far as possible, epochs of literature, 
marked phases of style, and distinctive contribu- 
tions to literary method. The selections have each 
a claim founded on some peculiar power — pathos, 
beauty, or grandeur — and, for the most part, are 
each a complete piece. An appropriate character- 
ization by a distinguished critic precedes the selec- 
tions from each author, in this way affording a valuable general and 
preliminary survey in respect to style, method, etc. A literary study 
is made still more systematic for the student by the addition of many 
supplementary aids. 

Watkins's American Literature 

(See Literature Primers.) 




26 ENGLISH LITERATURE 



LITERATURE PRIMERS 

The books are uniformly bound in brown cloth, flexible covers, i6mo. 
The English numbers were prepared under the editorial supervision of J. 
R. Green, M.A. Price, each, $0.35. 

T TNDER the modest title " Primers " has been gathered together 
^^ a series of little manuals unrivaled in their field. They must 
not be confounded with the primers or first books in a series of 
school readers, for these Literature Primers are strictly adapted to 
use of secondary schools and colleges. Kach volume is in the nature 
of a monograph on a particular author or a particular phase of liter- 
ary study, and each is in its way a masterpiece. 

Alden's Studies in Bryant 

By Joseph Ai.den, D.D., late of New York State Normal School, Albany, 
with an introduction by William Cullen Bryant. 127 pp. 

A selection of Bryant's poems, each followed by a catechetical 

analysis. 

Brooke's English Literature 

By the Rev. Stopford Brooke, M.A. New edition, revised and cor- 
rected. With chapters on the literature of the Victorian age, by Charles 
F, Johnson, M.A., L.H.D., Professor of English Literature, Trinity 

College, Hartford. 242 pp. 

The position of this primer of English literature as a standard text- 
book is established beyond question, and is so well known to teachers 
that it needs no statement here. In this new edition the chapters on 
American literature have been omitted, in the belief that the subject 
is fully treated in many independent books, and that the best results 
to be obtained require more space than should be devoted to it in so 
small a volume. In their place two*chapters have been added on 
English literature since 1835, for the early part of the Victorian age 
has already become classic, and demands a place in every book on 
the literature of England. Professor Johnson has followed the plan 
of the earlier chapters of the book by treating prose and poetry sepa- 
rately, by noting significant contributions in each department, and 
by joining at some length an account of the acknowledged leaders 
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of thought and expression with a briefer mention of the rank and 
file. There is no book of equal length which gives so complete an 
outline of the development of English literature. 

Dowden's Shakespeare 

By Edward Dowden, LL.D., Professor of English Literature, Uni- 
versity of Dublin. 167 pp. 

An extended description of such a well-known book is unneces- 
sary, but reference may be made to the chapters on the Eliza- 
bethan Drama, on Shakespeare's Life, the Early Editions of His 
Writings, and the Groups and Dates of His Plays. The well-known 
Introductions to the Plays and Poems naturally have the longest 
chapter of the book. In the appendix is given a list of books useful 
to students of Shakespeare. 

Gladstone's Homer 

By the Right Honorable William E. Gladstone. 153 pp. 

Gladstone's fondness for classical study, particularly of the Greek, 
is well known, and his monograph on Homer is one of the lasting 
monuments to his learning. 

Jebb's Greek Literature 

By R. C. J ebb, M.A., Professor of Greek, University of Glasgow. 176 pp. 

The civilized world holds the literature of ancient Greece to be 
one of its most precious possessions. This masterly sketch is intended 
to serve as a framework into which those who read any Greek author 
(either in the original or in translation) may fit what they read. It 
is intended to be equally useful to students of Greek and to those 
who know nothing of that language. 

Morris's English Grammar 

By Rev. Richard Morris, M.A., LL.D., President of the Philological 
Society, England. 115 pp. 

Here are presented, in very brief form, the essentials of English 
grammar, neither extended by numerous illustrative sentences nor 
diluted to suit the understanding of children. It provides an admir- 
able review, which any student can master in a few weeks. 



28 ENGLISH LITERATURE 

Morris and Bowen's English Grammar Exercises 

By Rev. Richard Morris, M.A., LL.I)., and II. Courthope Bowen, 
M.A. 107 pp. 

The main principles of the language, its parts of speech, their 
relations, the modifications which words undergo, etc., are first stated 
at the beginning of the several chapters, and then numerous carefully- 
selected exercises are provided, enforcing the rules, facts, and defini- 
tions which have been laid down. 

Nichol's English Composition 

By John Nichol, M.A., Balliol, Oxon., LL.D., Professor of English 
Language and Literature, University of Glasgow. 128 pp. 

Terse and vigorous instructions in the art of composition, treat- 
ment of subjects, accuracy and purity, clearness and precision, 
strength and grace, and versification. 

Peile's Philology 

By John Peile, M.A. 164 pp. 

About one-fourth of the book describes the constant changes that 
occur in language, and this section is followed by chapters explaining 
"Some of the ways in which languages have been formed," "The 
principal languages of the amalgamating type," " How our words 
were made," "How words are got ready for use," "The parts of 
speech," " The beginnings of syntax." The latter part of the primer 
is devoted to a philosophic inquiry into the nature of language. 

Tozer's Classical Geography 

By H. F. Tozer, M.A. 27 pp. 

This is essentially a geography, and not an atlas. Besides some 
general remarks on geography as understood by the ancients, it 
describes in brief but clear and graphic terms all the countries which 
constituted the theater of early civilization. The book is invaluable 
for students to use in connection with their study of the classics. 

Watkins's American Literature 

By Mildred Cabell Watkins. 224 pp. 

A fitting companion volume to Stopford Brooke's English Litera- 
ture in the same series, it is marked by a similar breadth of view and 
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of discriminating taste. Within the limits of such a book little space 
can be devoted to selections from the authors discussed, and these 
are confined to familiar quotations with which everybody should be 
acquainted. The book is brief rather than condensed, irrelevant 
matter having been rigidly excluded. The criticisms are terse and 
vigorous. The work fills a space occupied by no other as a practical 
text-book of the history of our- literature. 



ECLECTIC ENGLISH CLASSICS 

*T*HE primary purpose in the publication of this series is to provide 
"** for college preparatory schools the books required by the joint 
conference of colleges and secondary schools for reading and study. 
The extent and kind of annotation which the masterpieces of English 
literature should receive before being placed in the hands of students 
of this class is a nice question. It is essential that the author should 
be presented in his purity, and yet that obscure words and sentences, 
historical and other references which are not self-explanatory, to- 
gether with some peculiarities of style, should be pointed out. These 
essentials have been duly considered in the preparation of the 
Eclectic English Classics. The works have not been over-edited, 
yet it is believed that they contain enough annotation and explana- 
tion to fit them for the special use for which they are intended. 
Other volumes will be added to this series from time to time as 
required by the English courses pursued in secondary schools. All 
the books of the series are set in handsome type of good size. They 
are well printed and uniformly and neatly bound in boards (1 21110). 

I shall have occasion, from time to Your English Classics for Schools 

time, to use all of the English Clas- impress me as being well adapted to 

sics for Schools with my students. I secure the educational end they seek. 

find that whatever in the text needs I may find it convenient to make some 

explanation has been sufficiently ex- use of them in our English Entrance 

plained, and no more. The ne quid Examination. — Tiikohork \V. Hunt, 

minis has been well observed. This Professor, Princeton University. 
I consider of itself a great merit. — 

Hiram Corson, Professor, Cornell I think the publication of the Eng- 

University. lish Classics for Schools an enterprise 
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worthy of all commendation. — Wil- printed upon good paper, and substan- 
liam Hand Browne, Professor, Johns tially bound. There is not one of 
Hopkins University. them which would not prove a treas- 
ure to any boy or girl. To put such 
From time to time I have received literature within the reach of the chil- 
numbers of your Series of English dren of our public schools is a high 
Classics, and while I have not always service, and these beautiful and sub- 
commented upon them, I owe it to you stantial volumes, at the prices at which 
and to myself to say that I have no- you offer them, make it possible for 
ticed their general neatness and handi- any school to ao this service. They 
ness of form, their judicious selection deserve to be widely known and used, 
of parts to be edited, and the sufficiency — J. W. Stearns, Professor, Univer- 
of editing. — Charles W. Kent, Pro- sity of Wisconsin, 
fessor, University of Virginia. 

The English Classics for Schools I have examined with pleasure the 

seem admirably fitted to their purpose. English Classics for Schools. The 

— Charles F. Thwing, President, work is well done, and the books are 

Western Reserve University. cheap ; I think, perhaps, the cheapest 

that have yet appeared. — Arnold 

The English Classics for Schools Tompkins, Professor, University of 

are delightful books to handle, well Illinois. 

Arnold's Sohrab and Rustum. An episode. By Matthew 

Arnold. With an introduction and some account of the life of Arnold, 
and a brief critical review of the poem. 44 pp. Price, $0.20. 

Burke's Conciliation with the American Colonies. By Ed- 
mund Burke. 88 pp., with portrait. Price, $0.20. 

Burns's Poems — Selections. Edited by W. H. Venable, LL.D., 

of Walnut Hill High School, Cincinnati, containing chronological outline 
of Burns's life, sketch, outline, and glossary. 96 pp., with portrait. 
Price, $0.20. 

Byron's Poems — Selections. Edited by W. H. Venable, LL.D. 

170 pp., with portrait. Price, $0.25. 

Carlyle's Essay on Burns. 99 pp., with portrait. Price, $0.20. 
Chaucer's Prologue and Knighte's Tale. With introduction, 

chronological table, and glossary. Edited by A. M. Van Dyke, M.A., 
Cincinnati High School. 130 pp., with portrait. Price, $0.25. 

Coleridge's Rime of the Ancient Mariner. 42 pp., with por- 
trait. Price, $0.20. 

Cooper's Pilot. A tale of the sea. Edited by George A. Wat- 

KOLS, A.M., Utica (N.Y.) Free Academy. 272 pp. Price, $0.40. 
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1 

Defoe's History of the Plague in London. With maps. 254 

pp. Price, $0.40. 

De Quincey's Revolt of the Tartars ; or, Flight of the Kal- 
muck Kahn. 76 pp., with portrait. Price, $0.20. 

r 

f Dryden's Palamon and Arcite. 1 1 2 pp., with portrait. Price, 

Y $0.20. 

\ 

; Emerson's The American Scholar, Self- Reliance, Com pen - 
\ sation. 108 pp., with portrait. Price, $0.20. 

Franklin's Autobiography. 206 pp., with portrait. Price, $0.35. 

George Eliot's Silas Marner. 208 pp., with portrait. Price, 
$0.30. 

Goldsmith's Vicar of Wakefield. 208 pp., with portrait. 
Price, $0.35. 

t 

Gray's Poems — Selections. Edited by A. M. Van Dyke, M.A. 

80 pp., with portrait. Price, $0.20. 

Irving's Sketch Book— Selections. 150 pp., with portrait. 

Price, $0.20. 

Irving's Tales of a Traveler. 418 pp., with portrait. Price, 
).5o. 



Macau lay's Second Essay on the Earl of Chatham (Wil- 
liam Pitt). 109 pp. Price, $0.20. 

Macau lay's Essay on Milton. 85 pp., with portrait. Price, 
$0.20. 

Macaulay's Essay on the Life and Writings of Addison. 

118 pp., with portrait. Price, $0.20. 

Macaulay's Life of Samuel Johnson. 70 pp., with portrait. 
$0.20. 

Milton's L'Allegro, 11 Penseroso, Comus, and Lycidas. 74 

pp. Price, $0.20. 

Milton's Paradise Lost — Books 1. and 11. 90 pp., with por- 
trait. Price, $0.20. 
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Pope's Homer's Iliad— Books I., VI., XXII., and XXIV. 120 

pp. Price, $0.20. 

Pope's Rape of the Lock, and Essay on Man. Edited by A. 

M. Van Dyke, M.A. no pp., with portrait. Price, $0.20. 
Scott's Abbot. With glossary. 526 pp., with portrait of Mary 

Queen of Scots. Price, $0.60. 

Scott's Ivanhoe. With glossary. 484 pp. Price, $0.50. 
Scott's Lady of the Lake. With map and glossary. 192 pp. 

Price, $0.30. 

Scott's Marmion. With glossary. 247 pp., with portrait Price, 

>.4o. 



Scott's Woodstock ; or, The Cavalier. 549 pp., with portrait of 

Oliver Cromwell. Price, $0.60. • 

Shakespeare's As You Like It. 102 pp. Price, $0.20. 

Shakespeare's Hamlet, Prince of Denmark. 164 pp. Price, 

$0.25. 

Shakespeare's Julius Caesar. With suggestions for study. By 

Franklin T. Baker, Teachers College, Columbia University. 126 pp. 
Price, $0.20. 

Shakespeare's Merchant of Venice. 104 pp. Price, $0.20. 

Shakespeare's A Midsummer-Night's Dream. 90 pp. Price, 

$0.20. 

Shakespeare's Tragedy of Macbeth. 100 pp. Price, $0.20. 

Shakespeare's Twelfth Night; or, What You Will. Introduc- 
tion abridged from Dowdcn. 100 pp. Price, $0.20. 

Sir Roger de Coverley Papers. From The Spectator. By Addi- 
son, Steele, and liudgell. 148 pp. Price, $0.20. 

Southey's Life of Nelson. With portrait, and appendix contain- 
ing memoir of Nelson's services, written by himself, etc. 304 pp. Price, 
$0.40. 
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Tennyson's Idylls of the King — Selections. Edited by Mary 

F. Willard of the John Marshall High School, Chicago. 131 pp., with 
map. Price, $0.20. 

Tennyson's Princess. A medley. 140 pp.j with portrait. Price, 
$0.20. 

Webster's Orations on Bunker Hill Monument. The Char- 
acter of Washington, and the Landing at Plymouth. 102 pp., with por- 
trait. Price, $0.20. 

Wordsworth's Poems — Selections. Edited by W. H. Vknahlk, 

LL.D. 142 pp., with portrait. Price, $0.20. 

College Entrance Requirements in English. For study and 

practice, 1901-1905. Contains Burke's Conciliation with the American 
Colonies, Shakespeare's Macbeth, Milton's Minor Poems, Macaulay's 
Addison, and Macaulay's Milton. -Cloth, i2mo. Price, $0.80. 

In this single volume, the five books required by the Conference 
on Uniform Entrance Requirements in English for Study and Practice, 
^oi-iox^, have been selected from the Eclectic English Classics 
and bound together. Such a volume, combining under one cover 
the entire requirements in this subject, cannot fail to be of great 
convenience to every student who is obliged to prepare for this 
examination. 



HARPER'S SCHOOL CLASSICS 

The books are convenient in form and size (i6mo) and are bound in cloth, 
in uniform style. Price, each, $0.30. 

INCLUDED in this series of little books are not only many cele- 
brated essays by some of the most famous master writers of 
English literature, but also sketches of the literature of the most im- 
portant countries. They will be found well adapted for use* in schools 
uid colleges, and an excellent addition to all libraries. 

tesant's Life of Gaspard de Coligny (Marquis de Chatillon), 

Admiral of France. 224 pp. 

Sonant's Primer of German Literature. 252 pp. 
Primer of Spanish Literature. 227 pp. 
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Cooper's Tales from Euripides. 136 pp. 

Cowper's The Task. 182 pp. 

Eginhard's Life of Charlemagne. 83 pp. 

English's American Ballads. 155 pp. 

Herbermann's Business Life in Ancient Rome. 74 pp. 

James's Daisy Miller — A Study. 116 pp. 

Lawrence's English Literature Primer — Romance Period 

i53 PP- 
Modern Period. 133 pp. 

Lawrence's Primer of Greek Literature. 142 pp. 

Primer of Latin Literature. 150 pp. 

Primer of Mediaeval Literature. 125 pp. 
Macau lay's Earl of Chatham. 204 pp. 

Goldsmith — Bunyan — Mme. D'Arblay. 139 pp. 

John Hampden — Lord Burleigh. 133 pp. 

Lord Bacon. 198 pp. 

Lord Clive. 130 pp. 

Machiavelli — Horace Walpole. 130 pp. 

Milton— Byron. 136 pp. 

Samuel Johnson. 175 pp. 

Warren Hastings. 179 pp. 

William Pitt. 102 pp. 
Saintsbury's Primer of French Literature. 225 pp. 
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ales from the Odyssey. 125 pp. 

hackeray's English Humorists. Vol. I. 209 pp. Vol. II. 
214 pp. 

Whipple's Rufus Choate. 100 pp. 

ROLFE'S ENGLISH CLASSICS 

Designed for use in high schools and other secondary schools. Edited by 
William J. Rolfe, Lit. I)., formerly Head Master, High School, Cam- 
bridge, Mass. Uniform cloth, i2mo, illustrated. Price, each, $0.56. 
In uniform style and binding with Rolfe's Edition of Shakespeare. 

TN this series selected works have been included from a few of the 
most famous poets and prose writers. They are designed for 
use in higher schools, and are published in uniform style and binding 
w ith Rolfe's Edition of Shakespeare. A familiarity with these works 
w iH give to the student a good idea of the style and thought of the 
authors, and furnish an excellent preliminary training for more ad- 
vanced study. 

Browning's Dramas. 247 pp. Containing "A Blot in the 

'Scutcheon," " Colombe's Birthday," and "A Soul's Tragedy" — with in- 
troduction and notes. 

Browning's Select Poems. 200 pp. Containing twenty selected 

poems, with introduction, sketch of the life of Browning, chronological 
table of his works, a list of the books most useful in the study of 
Browning, and criticism by Swinburne, Dowden, Lowell, Morley, Ruskin, 
Furnivall, and others. 

Joldsmith's Select Poems. 146 pp. Containing " The Traveler," 

"The Deserted Village," and "Retaliation." With copious critical and 
explanatory notes, biography of Goldsmith, and selections from memoirs 
of the poet by Thackeray, George Coleman the Younger, Campbell, 
Forster, and Irving. 

iray's Select Poems. 145 pp. Containing the " Elegy Written 

in a Country Churchyard," and Odes " On the Spring," " On the Death of 
a Favorite Cat," " On a Distant Prospect of Eton College," 44 The Prog- 
ress of Poesy," "The Bard," and "To Adversity "—with the history of 
each poem and copious notes. The introduction contains Robert Car- 
ruther's life of Gray and William Howitt's description of Stoke-Pogis, 
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Macaulay's Lays of Ancient Rome. 200 pp. Containing 
"lloratius," "The little of Lake Regilhis," "Virginia," and "The 
l'rophecy of Capys." The introduction includes the author's preface, 
John Stuart Mill s review, and Prof. Henry Morlcy's introduction to the 

Milton's Minor Poems. 229 pp. Containing all of Milton's 

minor poems except his "translations." The book also includes bio- 
graphical and critical introductions and nearly loo pages of historical and 
explanatory notes. 

Wordsworth's Select Poems. 258 pp. Containing " We are 

Seven," "The Complaint of a Forsaken Indian Woman," "The Foun- 
tain," "The Two April Mornings," " Heart-Leap Well," "The Leech 
Gatherer," "Yarrow Unvisited." "Ode on Intimations of Immortality,'' 
" l.aodamia," "Yarrow Visited," "Yarrow Revisited," etc., with full 
notes. Illustrated by Abbey, Parsons, and other famous artists. 



ROLFE'S EDITION OF SHAKESPEARE 

Edited for schools, with notes. By William J. Rolfe, Lit.D., formerly 
Head Master. High School, Cambridge, Mass. Uniform, cloth, 12100, 
illustrated. Forty volumes. Price each, 80.56. 

*T*HIS unrivaled edition of Shakespeare is designed both for the 
■*■ class room and for the general reader, and is issued in a con- 
venient form, being the only illustrated school edition that has ever 
been published. The notes are very full, and in- 
clude all the historical, critical, and illustrative 
matter needed by the teacher as well as by the 
student. They are, however, merely aids to the 
study of the text, and should be used only when 
J^pL such help is wanted. All the more important 

■B^^^' "various readings" and doubtful and disputed 

I passages are contained in the notes, and show how 
' the text has been made up in its present form. 
Citations of parallel passages from the works of 
Shakespeare are made in explanation, which prove 
a far better commentary on the peculiarities of 
thought and expression than any criticism. Much information has 
been given regarding the manners and customs of the time and of the 
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poet's life and works. The introduction to each volume contains the 
history of the play according to the latest investigations ; an account 
of the sources of the plot, and copious extracts from the chronicles 
or novels from which Shakespeare drew his material, when these are 
of any value or interest to the student ; and selections from the 
leading English and foreign criticisms on the characters of the play. 
The text is the result of a careful collation of all the more recent 
editions which have any critical value, with the folio of 1623 and the 
other early copies. 



A Midsummer-Night's Dream 

All's Well That Ends Well 

Antony and Cleopatra 

As You Like It 

Coriolanus 

Cymbeline 

Hamlet 

Henry IV. 

Henry IV. 

Henry V. 

Henry VI. 

Henry VI. 

Henry VI. 

Henry VIII. 

Julius Caesar 

King John 

King Lear 

Love's Labour's Lost 

Macbeth 

Measure for Measure 



Part I. 
Part II. 

Part I. 
Part II. 
Part III. 



Merry Wives of Windsor 

Much Ado About Nothing 

Othello 

Pericles 

Richard II. 

Richard III. 

Romeo and Juliet 

Sonnets 

The Comedy of Errors 

The Merchant of Venice 

The Taming of the Shrew 

The Tempest 

The Two Noble Kinsmen 

The Winter's Tale 

Timon of Athens 

Titus Andronicus 

Troilus and Cressida 

Twelfth Night 

Two Gentlemen of Verona 

Venus and Adonis, etc. 



Mathematics 

Including Higher Arithmetic, Algebra, Geometry, 
Trigonometry, and Higher Mathematics 

Campbell's Observational Geometry 

By William T. Campbell, A.M., Instructor in Mathematics, Boston 
Latin School. With an introduction by Andrew W. Phillips, Ph.D., 
Professor of Mathematics and Dean of the Graduate School, Yale Univer- 
sity. Cloth, 8vo, ix + 240 pp., illustrated. Price, $0.80. 

T)ROBABLY no study in grammar schools trains the powers of ob- 
**• servation and cultivates habits of concentrated and continuous 
attention so well as observational geometry. It trains the hand and 
the eye, and teaches an appreciation of beautiful and symmetrical 
forms ; it stimulates the inventive faculties. The present book con- 
sists of two parts : Part I. treating of the elementary forms and the 
construction £>f models ; Part II. devoted to the more complex forms 
and figures, construction, mensuration, and surveying. The work 
required of the pupil in making models in the class room, and the 
practical application of the principles of geometry, teach the use 
of simple tools of construction, and give a personal interest to the 
* study. Diagrams and photographs of well-known buildings and 
scenes are scattered throughout the book in great profusion as note- 
worthy illustrations of geometrical figures and forms. 

Your book is one of the best. It Campbell's Observational Geometry 

is adapted to the demands of the ele- is admirably adapted for its purpose 

mentary grades, and leads to clear as an introduction to the mastery of 

intellectual concepts demanded by de- plane geometry — suitable for young 

ductive study. 1 shall recommend it. minds. — Cecil F. P. Bancroft, Prin- 

— D. L. Kiehle, Professor of Peda- cipal, Phillips Academy, Andover, 

gogy, University of Minnesota. Mass. 
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Church's Elements of Descriptive Geometry 

By Albert E. Church, LL.D., Professor of Mathematics, United States 
Military Academy. Two volumes. Text. Cloth, 8vo, vii + 192 pp. 
Plates. 4to, 28 plates. Price, $2.50. 

A brief course of descriptive geometry as taught at West Point, 
with applications to spherical projections, shades and shadows, per- 
spective, and isometric projections. The elementary principles and 
propositions, however, are presented so naturally and concisely that 
they cannot fail to impress the general student. 



CORNELL MATHEMATICAL SERIES 

Lucien Augustus Wait, General Editor, Senior Professor of Mathemat- 
ics, Cornell University. 

'T^HIS series is designed primarily to meet the needs of students in 
■*- engineering and architecture at Cornell University, yet since 
the requirements of that institution are substantially the same as those 
of other universities, these works are equally well adapted to students 
everywhere who are pursuing a thorough general course in mathe- 
matics. It has been the aim to present each subject in a simple 
manner, yet rigor of treatment has been regarded of more im- 
portance than mere simplicity. Before publication, each work was 
thoroughly discussed at meetings of the mathematical staff, and used 
as a text-book in manuscript form in the class room, thus assuring 
its practical adaptability. So popular and successful has this series 
become that it is now used in a large proportion of the leading 
colleges and universities throughout the country. 

McMahon and Snyder's Differential Calculus 

By James McMahon, A.M., Assistant Professor of Mathematics, Cornell 
University, and Virgil Snyder, Ph.D., Instructor in Mathematics, Cor- 
nell University. Cloth, 8vo, xiv + 337 pp. Price, $2.00. 

Probably no other book has just the scope of this one. Some 
books are too brief, and omit rigorous proofs as being too difficult 
for the average student, while others, more extensive, contain too 
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much for him to master in the allotted time. In 
the preparation of this work, the authors have 
assumed thai the student is familiar with analytic 
geometry. Like the othei 
volumes of the Cornell Se- 
ries, it is the outgrowth of 
the class room and contains 
a large number of new ex- 
amples and of both new and 
accurately drawn figures. 
Special attention is called to 
the chapters on the funda- 
mental principles, on the 
expansion of i= ~ ' functions wherein unusual 

stress is laid upon convergence and the 

calculation of the remainder, and on asymptotes. 

Tn both contents and mode of pres- presented, and also the proof of the rule 
er.[al;o:i, M e M Lihon ,\:i;l Sr.yder's Ilif- for the differentiation of a power of a 
ferential Calculus is belter than any variable. We shall adopt it next year, 
book of like scope with which I am — I,. Wavland Dowijng, Assistant 
acquainted. I am particularly p;c;is«i] 1'rufessor of Mathematics, University 
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hole book shows evidence of its 
up-to-date character. I am very much 
pleased ivith the clearness and rigor of 
its foundation theorems. — A. Latham 
flAKEit, Professor of Mathematics, 
University of Rochester. 



which the [uriibnieiiul principles 

Murray's Integral Calculus 

By Daniel Alksandrr Murray, Ph.D., Instructor in Mathematics, 

Cornell University, formerly Scholur and l-'dlj™- of Johns Hopkins Uni- 
versity, Cloth, Bvo, xiv + 2SS pp. Price, §2.00. 

Students in engineering, for whom an elementary course in in- 
tegral calculus is prescribed for the first term of the first year, 
take the course to acquire facility in performing easy integrations 
and the power of making simple applications which arise in "practical 
work. While the requirements of this special class of students have 
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been kept in mind, the author of this book has 
also been careful to make it 'suitable for any one 
beginning the study of this branch of mathematics. 
The volume contains little more than can be mas- 
tered in a few months, and an effort has been 
made to present a simple elementary treatment of 
the subject, in which practical applications are in- 
troduced early. Many of the examples are original ; 
others, by reason of their nature and importance, 
are common to all elementary treatises on the sub- 
ject. The drawings have been specially made 
and carefully and accurately engraved. danikl a. murray 

I am highly pleased with Murray's After repeated inspections I am con- 
Integral Calculus. The clearness of fident that it is a good book. As to 
exposition in the earlier chapters spe- method, I admire the condensation of 
cially commends itself to me. The formulse into rules, forcing the student 
abundance of geometrical illustrations to exact realization of each new aequisi- 
and examples is also an excellent fea- tion. In respect to matter, the sections 
ture. For engineers especially, and for treating of reduction-formulae and of 
the general science student as well, this mean values are perhaps the most re- 
treatise is admirably fitted as an intro- freshing. I shall value the book highly 
ductory one. — C. MacDonald, Pro- for reference and class use. — Henry 
lessor of Mathematics, Dalhousie Col- S. White, Professor of Mathematics, 
lege, Halifax, N. S. Northwestern University. 

Tanner and Allen's Analytic Geometry 

By J. H. Tanner, B.S., Assistant Professor of Mathematics, Cornell 
University, and Joseph Allen, A.M., formerly Instructor in Mathematics, 
Cornell University, Tutor in the College of the City of New York. Cloth, 
8vo, xx + 390 pp. Price, $2.00. 

TN this book, special care has been taken in overcoming the chief 
difficulty which confronts the beginner in analytic geometry — 
the relation between an equation and its locus. 

Experience with many classes has convinced the authors that the 
student, who really understands this fundamental relation, easily and 
rapidly acquires the necessary further knowledge of the subject. 

Among other features of the book may be mentioned that the 
demonstrations of general theorems are usually introduced by the. 
solution of parallel numerical examples ; thus tV\e pVaxv oi >tafc <te«sorc\- 
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stration is outlined, and the student is made acquainted with the 
particular before he is asked to generalize. In the early part of the 
book two or more figures are given in connection 
'^".■.":.'S'iv s - «'i (n eacn proof, and so lettered that the same demon- 

^*fll stration applies to each figure 

— this helps to gain the stu- 
dent's confidence. 

Some intrinsic properties of 
the curves have been advanta- 
geously used to give the student 
a strong grasp of the loci of 
such equations as Ax*+ By'-t- 
aGjt + *Ey + C = 0. 

Well prepared students can 
Joseph allen master this book in about four- 

teen weeks, although a shorter course is also outlined. 

We have adopted Tanner and Al- The presentation of principles is 
len's Analytic Geometry, McMahon clear, and the exercises are numerous 
and Snyder's 1 Hffcrential Calculus, and well chosen. A feature that pleases 
and Murray's Integral Calculus for use me is the treatment of the locus of an 
in our advanced division. These books equation and the equation of a locus as 
are all of high grade, and for the use soon as the student is familiar with the 
we intend to make of them they are meaning and use of coordinates, thus 
the best in the market, or at least the giving him at the outset the character- 
best that have fallen under my notice, istic method of analytic geometry.— J. 
— F. A, Shkrman, I'mfessorof Matlie- ]•'. Hdwnky, Professorof Mathematics, 
matics, Dartmouth College. University of Minnesota, 




Crockett's Plane and Spherical Trigonometry 



gonometric tables computed to five decimal 
ett, Professor of Mathematics and Astronomy, 
titute. Cloth, Svo, 396 + Jtvi pp. Price, 61.25. 



With logarithmic and 
places. ByC. W. Cko 

Rcnsseljer Poly'.ctmiii: 

Plane and Spherical Trigonometry. Without tables. Cloth, 

Svo, 192 pp. Trice, $1.00. 

Logarithmic and Trigonometric Tables. Separate. Cloth, 



■1 pp. 



]',:< 



This is at once a book for beginners and a practical text for 
technical students. The author has selected simple proofs of 
the formulas, and in many cases has added geometrical proofs, ex- 
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perience having shown that the student is often assisted by them to 
a clear understanding of the subject. All the numerical examples 
have been computed by the author, with 
special attention to correctness in the last 
decimal place; and five-place tables have 
been adopted. The angles in the example 
are given to the nearest tenth of a minute, 
because the instruments in ordinary use are 
read by the vernier only to the nearest 
minute of arc, while the angle correspond- 
ing to a computed function may be found 
easily to the nearest tenth of a minute by 
the use of five- place tables. For convenience, 
the tables are printed on colored paper. 




Professor Crockett seems to pui 
into the book exactly what students 
need in order to master their sub- 
sequent mathematical work with us. 
The mechanical execution of the book 
pleases me exceedingly. — L. A. WAIT, 
Professor of Mathematics, Cornell 
University. 



A highly meritorious book, and well 
suited to the purpose for which it was 
designed.— John E. CfcARKE, Pro- 
fessor of Mathematics, Sheffield Scien- 
tific School, Yale University. 

I am convinced thalCrockett's Plane 
and Spherical Trigonometry is a very 
valuable treatise on the subject. The 
treatment of analytical trigonometry I 



particularly like, and the arrangement 
of the work is most clear, concise, and 
up to date. — Charles S. Denison, 
Professor of Descriptive Geometry, 
University of Michigan. 

I am much pleased with Professor 
Crockett's presentation of this interest- 
ing branch of mathematics. Fe is 
certainly happy in his comprehensive 
treatment of the subject, in the abmi' 
dance and richness of well-graded nu- 

and clearness of statement of trigono- 
metric functions. It seems to me to 
be a text of unusual merit and of rare 
practical utility. — S. Wrmer, Teacher 
of Mathematics, Cleveland (Ohio) Cen- 
tral High School. 

Davics's Elements of Geometry and Trigo- 
nometry 

With applications in mensuration. By Chahles Davies, LL.D., Pro- 
fessor of Mathematics, Columbia College. Half leather, lamo, 263 + 62 
pp. Price, $1.00. 

Furnishes more than a mere knowledge of the elements, yet is not 
sufficiently complete for the needs of the advance! sta^etA. 
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Davies's Elements of Surveying and Lev- 
eling 

By Charles Davies, LL.D. Revised by J. H. Van Amringe, A.M., 
Ph.D., Professor of Mathematics, Columbia College. Sheep, 8vo t 565 
pp. Price, $1.75. 

Originally published for the use of the United States Military 
Academy, this work has received so much general favor as to become 
a leading text in the best academic schools and colleges. The treat- 
ment is thorough and practical, with adequate diagrams and illustra- 
tions. It includes mining, surveying, underground traversing, tables 
of logarithms of numbers, logarithmic sines and tangents, natural 
sines, and traverse tables. 

Davies's Legendre's Geometry and Trigo- 
nometry 

The elements of geometry and trigonometry, from the works of A. M. 
Legendre, by Charles Davies, LL.D., edited by J. H. Van Amringe, 
A.M., Ph.D., embracing geometry, plane and solid ; trigonometry, plane, 
analytical, and spherical ; mensuration and logarithmic tables. Sheep, 8vo, 
512 + viii pp, Price, $1.60. 

Elements of Geometry. Separate. Sheep, 8vo, 291+ ivpp. 

Price, $1.25. 

Elements of Trigonometry and Mensuration. With 

tables. Separate. Sheep, 8vo, 212 pp. Price, $1.00. 

Key to Legendre's Exercises in Geometry. Price, $1.60. 

THIS successive editions of Legendre's works prepared for Ameri- 
can schools by Professor Davies have always been favorites 
and standards. The characteristics of the present editions, edited 
by Professor Van Amringe, include practical exercises at the end of 
each of the several books, containing additional theorems, problems, 
and numerical exercises. These make practical application of geo- 
metrical principles and constitute a constant and thorough review. 
The trigonometry has been carefully revised and simplified, and made 
to conform to the latest methods of instruction. 
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Downey's Higher Algebra 

By John F. Downey, M.A., C.E., Professor of Mathematics, University 
of Minnesota. Half leather, 8vo, 416 pp. Price, $1.50. 

A TEXT- BOOK for use in colleges, technical schools, and uni- 
"**• versities, in which the demonstrations constitute the important 
feature. Each principle is followed by a concise, logical demonstra- 
tion, containing only the reasoning necessary to establish it, while all 
illustrations and explanations for special cases are given in separate 
articles. The student thus learns to know what is demanded in a 
general proof and to distinguish between rigorous demonstration and 
verification or illustration by a special case. Short processes have 
been substituted for long and tedious ones, and many suggestions 
and model solutions have been added to guide the student in the 
application of principles to numerical examples. 

It is too much to expect perfection, It possesses many excellent features, 
but Downey's Higher Algebra seems among the most hopeful of which are 
to me a decided advance on anything its short processes 'and its concise 
previously published. It is so inter- demonstrations. I have concluded to 
esting that I did not lay the book down try its use in the College of Engineer- 
till I had been through it with some ing of this University, and have al- 
care. Because of its clearness, concise- ready ordered a sufficient number of 
ness, and scholarly treatment the book copies for the freshman class. — Ar- 
affords real pleasure to the reader. — E. thur Edwin Haynes, Professor of 
C. Goddard, Instructor in Mathemat- Mathematics, College of Engineering, 
ics, University of Michigan. University of Minnesota. 

Downey's Higher Algebra — Part I. 

By John F. Downey, M.A., C.E., Professor of Mathematics, University 
t of Minnesota. Half leather, 8vo, 240 pp. Price, $0.90. 

*T*HE first fifteen chapters of Downey's Higher Algebra are here 
-** published in separate form for students in high schools and 
academies who have some knowledge of elementary algebra. Unlike 
most text- books on this subject, the demonstrations constitute a very 
important feature, and are given in a way that enables the student 
to reproduce them. The plan used is that which makes the teach- 
ing of geometry so definite. 

For several years I have been aware University is very inadequately done 
that the half year term of higher alge- in the high schools. Most schools 
bra required for entrance to the State have done very Uttte wsw XVaxv ^st- 
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mentary work. This has resulted from the work in Minnesota, his algebra is 

the fact that no book exactly fitted worthy of careful consideration. The 

the requirement. It seems to me that book is clear in its demonstrations, 

the first fifteen chapters of Professor fresh in it problems, and full of valua- 

Downey's Algebra will be a most ex- ble material for the student. — A. W. 

cellent text for the work required. Rankin, State Inspector of Graded 

Aside from the special adaptation to Schools, Minnesota. 

Hail's Elements of Algebra 

By Lyman Hall, President, Georgia School of Technology. Half leather, 
i2mo, 368 pp. Price, $1.00. 

Key to the same. Price, $1.00. 
*TPHIS work grew out of the needs of the author in teaching math- 
■*■ ematics in the institution of which he is now the head. So 
clear and simple is it, and so well graded, that pupils who have 
mastered the principles of arithmetic will find the study of this book 
easy and interesting. The review examples and questions, introduced 
to emphasize and elucidate the text, constitute a distinguishing feature. 

It coincides so exactly with my own I am delighted with the arrangement 
notions as to the proper manner of of the subjects and the clearness and 
presenting the subject to a beginner conciseness with which they are treated, 
that I shall take great pleasure in The review questions upon each sub- 
recommending the book. — H. A. ject are to be especially commended. — 
Strode, Professor of Mathematics, Benjamin Sloan, Professor of Mathe- 
Clemson Agricultural College. matics, South Carolina College. 

Hornbrook's Concrete Geometry 

For beginners. By Adelia R. Hornbrook, A.M. Cloth, i2mo, 201 pp. 
Price, $0.75. 

T^\ESIGNED especially for use in grammar grades, in accordance 
*^* with the recommendations of the Committee of Ten, this book 
is useful for preliminary and supplementary work for beginners in 
demonstrative geometry. To pupils who fail to appreciate the signifi- 
cance of geometrical demonstration, it will prove of special value. 
It may be termed in truth a developer of mathematical imagination. 

The spirit and method of Horn- book valuable alike to teacher and 

brook's Concrete Geometry I heartily pupil, showing the one how to teach 

approve. — W. A. Moody, Professor and the other how to study forms and 

of Mathematics, Bowdoin College. their mathematical relations and val- 
ues. I shall certainly recommend its 

I consider it a remarkable illustra- use whenever opportunity offers. — 

tion of the skillful application of true LkliaE. Patridge, Lansdowne, Pa. ? 

pedagogical principles. It is a text- Author of " Quincy Methods," 
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McMahon and Snyder's Differential Calculus 

(See Cornell Mathematical Series.) 

Milne's Academic Algebra 

hy William J. Milne, Ph.D., LL.l)., President, New York State 
Normal College, Albany, N. Y. Half leather, i2mo, 444 pp. Price, $1.25. 

Key to the same. Price, #1.50. 

TV ^ORE extended and more comprehensive than Milne's High 
-A** * School Algebra, this work does not merely state the princi- 
ples and laws of algebra, but establishes them by rigorous proofs. 
The student, in studying the subject, first makes proper inferences, 
then expresses the inferences briefly and accurately, and finally 
proves their truth by deductive reasoning. The definitions are very 
complete, and special applications and devices have been added ; 
arithmetical analogies have also been employed wherever possible. 
The examples are numerous and well graded, and the explanations 
which accompany the processes, giving a more intelligent insight into 
the various steps, constitute a valuable feature. The book covers all 
the requirements in algebra for admission to any college or university 
in America. 

Milne's Academic Algebra has been Richards, Professor of Mathematics, 
examined and has been placed upon Yale University, 
the list of accepted books for the en- 
trance requirements in elementary Milne's Academic Algebra contains 
algebra at Cornell University. — Geo. all the matter in this subject required 
\V. Jones, Committee of Mathematics, for admission to the Institute. Its 
Cornell University. clearness, its combination with the 

large number of examples, should 

Milne's Academic Algebra is a book make it an acceptable text-book in 

well suited to its purpose and gives the preparatory schools. — C. W. 

all the essential principles of the sub- Crockett, Professor of Mathematics, 

ject, clearly expressed. — Eugene L. Rensselaer Polytechnic Institute. 

Milne's Elements of Algebra 

A course for beginners. By William J. Milnjj, Ph.D., LL.D., President, 
New York State Normal College, Albany, N. Y. Half leather, i2mo, 
199 pp. Price, $0.60. 

Key to Elements and Grammar School Algebras. 

Price, $0.60. 
In this book, Dr. Milne makes the transition from numerical to 
algebraic processes easy, natural, and inviting, &ty<\ coT^c^eoft^ 
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it is not more difficult than the arithmetics used in grammar school 
grades. It includes an elementary treatment of involution and 
evolution and some insight into quadratic equations. 

I consider it a most excellent book. Milne's Elements of Algebra, like 

The early introduction of equations the author's other works on mathemat- 

and the solution of problems, as well as ics, is in the line of good teaching, 

the method of treatment of the topics, It is clear and thoroughly good in its 

make the book very suitable for our selection and arrangement of problems, 

grades, in which we want arithmetic In other words, it is a teachable t>ook, 

and algebra taught as supplementary something that can be entirely taught, 

subjects, and in such a manner as which is saying a great deal in this 

to bring about mental development. — day of encyclopedic text-books.— \V. 

Hknry A. Wish, Superintendent of C. Hewitt, Principal, State Normal 

Public Instruction, Baltimore. School, Oshkosh. 

Milne's Grammar School Algebra 

P»y William J. Milne, Ph.D., LL.D., President, New York State Nor- 
mal College, Albany, N. Y. Half leather, i2mo, 154 pp. Price, $0.50. 

Key to Elements and Grammar School Algebras. 

Price, $0.60. 

9 I MI IS book ii somewhat easier and less advanced than the Ele- 
A ments of Algebra, and presents merely the fundamental prin- 
ciples of the science. The transition from Arithmetic to Algebra has 
here been made so gradual that the student will find no difficulty in 
passing from reasoning on definite numbers to reasoning on general 
numbers or algebraic quantities. 

Milne's High School Algebra 

A preparatory course. l»v William J. Milne, Ph.D., LL.D., President, 
New York State Normal College, Albany, N. Y. Half leather, 12010,408 
pp. With or without answers. Trice, §1.00. 

Key to the same. Price, *i.oo. 

' I K \\\\ entrance requirements in algebra are clearly summarized in 
the college catalogues. Milne's High School Algebra contains 
a treatment of the various topics, but with some distinguishing char- 
acteristics. F.ach topic is presented so clearly and logically, and its 
progress sv^ giaduallv unfolded, that the pupil's advance is rapid, 
sure, and interesting. Main students who have found insuperable 
difficulties in other text- books have had their mathematical sense 
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awakened and have been prepared for college without serious diffi- 
culties or discouragements by the use of this text. 

I am much pleased with Milne's calculated to arouse interest and to de- 
High School Algebra. It is admi- velop principles. — W. IS. Gunnison, 
rably adapted to the schools engaged Principal, Erasmus Hall, Brooklyn. 
in preparing students for the r 



advanced work of the University. I 
should be glad to have a class come to 
college well grounded in this book. — 
E, Otis Kendall, Professor of Mathe- 
matics, University of Pennsylvania. 



Milne's High School Algebra im- 
presses me as being an excellent work. 
The definitions are clear and concise. 
The great number and variety of pn>b- 
lems under definition is a destraKe fea- 
ture, and I regard the treatment of 
radicals as being very gmxi. — II II. 
Brader, Teacher of M:ilhcmalics, 
Woodward High School, Cincinnati. 



We have had Milne's Algebra in us< 
since the opening of this school. We 
find it an admirable working book — 
just such a book as we should expect 
from the pen of so thorough a teacher It is the best text-book for high 
and so practical a man as President school classes that I have ever ex*m- 
Milne. The explanations are lucid ined. — J. M. Greenwood. Superin- 
and the character of the examples well dent of Public Schools, Kansas ( ity. 

Milne's Plane and Solid Geometry 

;sident, New York State Normal 
no, 384 pp. Price, $1.25. 

Half leather, 



242 pp. 



Plane Geometry. -Separate. 

Price, $0.75. 

Solid Geometry. Separate. Half leather, iamo, 14 

Price, $0.75. 

Key to Plane and Solid Geometry. Price, $1.25. 
'TpHIS book marks a new era in the teaching of 
■*■ geometry, and will be found unrivaled as a 
preparation for entrance to colleges throughout the 
country. It represents the first successful combina- 
tion of the valuable features of inventional and con- 
crete geometry with rigid and logical demonstration, 
and trains the student to draw proper inferences 
from the study of accurately drawn figures, and by 
logical deductive reasoning to arrive at the right 
conclusion. Every theorem is introduced by ques- william j. mti.i 

tions which give a correct and definite idea of what 
is to be proved before a demonstration is attempted. The summaries 
constitute a unique and valuable feature, and consist oi ^tos^is, tA, 
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truths established in the books to which they are appended. Hitherto, 
students doing original work have been at a loss how to begin, but 
by the use of these summaries they will find all such difficulty removed, 
and will be easily inducted into the method. The book contains a 
great abundance of undemonstrated theorems and unsolved prob- 
lems, and a large number of diagrams and illustrations, notable espe- 
cially for their clearness and accuracy. 

The questions introducing the theo- tions. — Arthur Detmers, Principal, 

rems are just the sort that a good West High School, Buffalo, 
teacher would ask. I should say that, 

for general high school work, the book I like it very much. In some of 

should prove very teachable and sug- the demonstrations I notice a clear- 

gestive. — Charles A. Noble, In- ness that I have failed to find in other 

structor in Mathematics, University books. — C. L. Hermon, Instructor in 

of California. Mathematics, Chicago Manual Train- 
ing School. 

One of the best works on this 

subject which has come under our A student studying this book would 

observation. The arrangement of the have no difficulty, after mastering it, 

book is well adapted to beginners in passing the entrance examinations in 

both in plane and solid geometry, plane and solid geometry for admis- 

while the suggestive questions preced- sion to any course at Cornell L T ni- 

ing the propositions are very helpful versity. — L. A. Wait, Professor of 

in preparing pupils for the demonstra- Mathematics, Cornell University. 

Murray's Integral Calculus 

(See Cornell Mathematical Series.) g 

National Number Tablets — Algebra 

Nos. i to 3. Price, per dozen, $1.50. 

Answers to the same. Price, $0.05. 

Phillips and Fisher's Elements of Geometry 

By Andrew \V. Phillips, Ph.D., and Irving Fisher, Ph.D., Professors 
in Yale University. Half leather, 8vo, viii + 540 pp. Price, $1.75. 

Plane Geometry. Separate. Cloth, 8vo, vi + 257 pp. 

Price, $0.80. 

Geometry of Space. Separate. Cloth, 8vo, v + 305 W 

Price, $1.25. 

Elements of Geometry. Abridged edition. Half leather, 

8vo, vii + 354 pp. Price, $1.25. 
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Logarithms of Numbers. 

the same. Cloth, 8vo, 34 pp. Price 
Key to the same. Price, $1 



: table, to accompany 



5°- 



A LTHOUGH this book meets all the requirements in this subject 
■**■ for entrance to all the colleges in the country, it aims to pre- 
sent more than a mere minimum. At first sight the most striking 
feature of the book is the illustrations in 

the Geometry of Space, which consist of 

half-tone engravings from the photo 

graphs of actual models 
structed and used in 
the class rooms of Yale 
University ; yet the 
text itself is no less 
notable. The defini- 
tions are distributed 
throughout the book as 
they are needed, in- Andrew w. piiillips 
stead of being grouped 
in long lists many pages in advance of the 
propositions to which they apply. Con- 
structions in the Plane Geometry are also 

distributed so that the student is taught how to make a figure at the 
same time that he is required to use it in demonstration. Atten- 
tion is called to the theorems of proportion, the use of corollaries as 
exercises to supply the need of " inventional geometry," and the 

introduction to modem geometry. 




\ 



Holds a unique position among books 
figures are not ap- 
proached in any book of my acquaint, 
ante, and they give the book unusual 
Willie for class room work. — JamesLee 
Love, Assistant Professor of Mathe- 
matics, Harvard University. 

rits of your new 
imctry, surely not 
ies of diagrams in 
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the Solid Geometry.— Eli akim Hast- 
ings Moore, Head Professor of 
Mathematics, University of Chicago. 

A work of great merit, and it gives 

for its many excellent features, chief 
of which are its concise, lucid method 
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the work. In fact, in respect to illus- with which I am acquainted. — Arthii 
(rations of the text, it is the most per- Edwin Haynes, Professor of Matte 
feet and satisfactory work of the kind raatics, University of Minnesota. 

Phillips and Strong's Elements of Plane and 
Spherical Trigonometry 

With tables. By Andrew W. Phillips, Ph.D., and Wendell M. 

Strong. Ph. IX, Professors in Vale University. Half leather, crown Bvo, 
vii + 138 + xiv + 163 pp. Price, $1.40. 

Plane and Spherical Trigonometry. Without tables. Cloth, 

crown Svo, vii + 138 pp. Price, $0.90. 

Logarithmic and Trigonometric Tables. Five place and 

four place. Cloth, crown Bvo, xiv + 163 pp. Price, $1.00. 
Key to the same. Price, $1.25. 
'T'HIS book contains many distinguishing features, but attention 
-*- should be called particularly to : (1) The graphic solution of 
spherical triangles; (2) the logical combination of the ratio and 
line methods; (3) the numerous cuts which 
simplify the subject ; (4) the natural treat- 
ment of the complex number and the hy- 
perbolic functions; (5) the use of photo- 
engravings of models in the spherical 
trigonometry ; (6) the graphic representa- 
tion of the trigonometric, inverse and trigo- 
nometric, and hyperbolic functions; (7) 
the recognition of the rigorous ideas ol ■ 
modern mathematics in dealing with the 
fundamental series of trigonometry; (8) 
the carefully selected exercises given at 
the exceptionally large number of miscellane- 
ieparate chapter; and (9) the close and 
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frequent intervals a 

ous exercises included in a 

rigorous treatment of imaginary quantities. 

As one who fairly rtvds in :nni:u:- is up to date. — J. M. Grkenwood, 

matics, I wish to say tluit Klcnx-nLs oi Superintendent, Kansas City. 
TrijronoriK'tfy, liy I'hilNji!. mid Strtmj,', 

is the best, simplest scientific text- Phillips and Strong's Trigonorne- 

book ever issued from an American try is a very clear and simple pre*- 

press. It is too far ahead of all others entation of the subject, in as brief 1 

[or one 10 introduce u comparison. It compass as possible, . . . An ad- 
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able text. — James Lee Love, merit, the rigorous demonstrations, 
distant Professor of Mathematics, and, withal, its simplicity.— E. L. 
irvard University. Caldwell, Professor of Mathematics, 

Morgan Park Academy, University of 
[ am delighted with the arrange- Chicago. 

ublic Land Surveys of the United States 

Based upon Public Statutes and Documents and on the Report submitted 
to Congress in the year 1784 by Thomas Jefferson. Boards, square i6mo, 
62 pp. Price, $0.30. 

Ray's New Elementary Algebra 

By Joseph Ray, M.D., late Professor of Mathematics, Woodward Col- 
lege. Half leather, i2mo, 240 pp. Price, $0.80. 

Ray's New Higher Algebra 

By Joseph Ray, M.D., late Professor of Mathematics, Woodward Col- 
lege. Half leather, i2mo, 406 pp. Price, $1.00. 

Key to New Elementary and New Higher Algebras. 

Price, $1.00. 

Ray's Test Problems in Algebra 

By H. B. FUrness, G. W. Smith, and J. II. Bromwell, Teachers in 
the Cincinnati High Schools. Cloth, i2mo, 153 pp. Price, $0.50. 

Key to the same. Price, $0.50. 

Ray's New Higher Arithmetic 

Half leather, 12 mo, viii + 408 pp. Price, $0.85. 

Key to the same. Price, $0.75. 

One of the most popular arithmetics ever published has here been 
thoroughly revised for present uses. It is distinctly teachable and 
practical. The treatment is marked by simplicity and accuracy 
of statement, clearness of definition, and orderly arrangement of 
topics. Particular prominence is given to the metric system and to 
the practical presentation of percentage and its various applications 
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Raymond's Plane Surveying 

With tables. By Wiluam G. Raymond, C.E., Trofessor of Geodesy, 
Road Engineering, and Typographical Drawing, Rensselaer Polytechnic 
Institute. Cloth, Svo, 486 pp., with plates. Price, $3.00. 

npHE publication of this practical and 
■*• masterly work met with instant recog- 
nition from the best instructors. Its im- 
mediate adoption at Harvard, Brown, Cor- 
nell, Hamilton, Washington and Lee, 
University of North Carolina, University of 
Wisconsin, and many other representative 
institutions, attests its superiority. The 
two letters which follow (selected from 
among hundreds) are at once a description 
and an indorsement of the work. 

I consider it superior lo any other experii 

book as a text tor beginners. The The ai 

matter presented, the simplicity and points 

clearness of its presentation, and its ginner, and call the attention of older 

general arrangement leave nothing to men to neglected and important points, 

be desired. The article on the slide It is clearly and concisely written, sys- 

rule I think especially useful. I am tematic in its arrangement, and happily 

so well pleased with the book that I lacking in the "padding" so often 

shall use it in my courses another found in text-books. Wise discriiai- 

year.— I). L. TURNER, Instructor in natirn has been shown in the careful 

Surveying, Lawrence Scientific School, selection and arrangement of tables. 

Harvard University. ' It is particularly up to date, and, for 

the ground it covers, its merits art 

I have carefully examined Ray- certainly not surpassed by any book 

mond's 1'lane Surveying, and highly on-the subject I am familiar with.— 

esteem it as a text-book on surveying. II. I. Randall, Assistant Professor 

In reading it one can plainly see it is of Civil Engineering, University of 

written by an engineer who has had California. 

Robinson's New Elementary Algebra 

By Horatio N, Robinson, LI..D. Sheep, i2mo, 324 pp. Price, |i-<* 
Key to the same. Price, $0.90. 

Robinson's New University Algebra 

By Horatio N. Robinson, I.L.I). Sheep, Svo, 420 pp. 
Key to the same. Price, $1.50. 
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Robinson's New Higher Arithmetic 

Half leather, i2mo, 527 pp. Price, $1.00. 

Key to the same. Price, $1.00. 

The present edition of this popular book preserves in a new dress, 
with careful editing and revision, the leading features which have 
proved so satisfactory to both teacher and pupil. Special attention is 
called to the treatment of the metric system and to the chapter on 
practical measurements, in which many new subjects have been in- 
troduced. 

Robinson's New Geometry and Trigonometry 

By Horatio N. Robinson, LL.D. Sheep, Svo, viii + 383 + 70 pp. 
Price, $1.60. 

Elements of Geometry. Separate. Half leather, 8vo, vi + 

262 pp. Price, $0.90. 

Elements of Trigonometry. Separate. Half leather, 8vo, 

140 + 70 pp. Price, $0.90. 

Key to Geometry and Trigonometry. Price, &1.60. 

Sanders's Elements of Plane Geometry 

For high schools and academies. By Alan Sanders, Hughes High 
„ School, Cincinnati. Cloth, i2mo, 247 pp. Price, $0.75. 

^W^tiK most distinctive characteristic of this book is the omission 
-*• of parts of demonstrations. By this expedient the student is 
led to do more reasoning for himself and less mechanical memorizing 
of the text than in the ordinary work on geometry. In no case, how- 
ever, is he expected to originate the plan of proof. The exercises 
constitute another important feature, being unusually numerous and 
serving a double purpose. Those introduced immediately after the 
propositions are designed as practical applications of the principles 
elucidated, while the miscellaneous exercises inserted at the end of 
each book are intended to stimulate thought and to develop the pupil's 
ingenuity in discovering the principles to be applied. A number of 
exercises in modern geometry are given immediately IoYloVyu^ ^ca. 
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mentary work. This has resulted from the work in Minnesota, his algebra is 

the fact that no book exactly fitted worthy of careful consideration. The 

the requirement. It seems to me that book is clear in its demonstrations, 

the first fifteen chapters of Professor fresh in it problems, and full of valua- 

Downey's Algebra will be a most ex- ble material for the student. — A. W. 

cellent text for the work required. Rankin, State Inspector of Graded 

Aside from the special adaptation to Schools, Minnesota. 

Hall's Elements of Algebra 

By Lyman Hall, President, Georgia School of Technology. Half leather, 
i2mo, 368 pp. Price, $1.00. 

Key to the same. Price, $1.00. 
'TpHIS work grew out of the needs of the author in teaching math- 
■*• ematics in the institution of which he is now the head. So 
clear and simple is it, and so well graded, that pupils who have 
mastered the principles of arithmetic will find the study of this book 
easy and interesting. The review examples and questions, introduced 
to emphasize and elucidate the text, constitute a distinguishing feature. 

It coincides so exactly with my own I am delighted with the arrangement 
notions as to the proper manner of of the subjects and the clearness and 
presenting the subject to a beginner conciseness with which they are treated, 
that I shall take great pleasure in The review questions upon each sub- 
recommending the book. — H. A. ject are to be especially commended.— 
Strode, Professor of Mathematics, Benjamin Sloan, Professor of Mathe- 
Clemson Agricultural College. matics, South Carolina College. 

Hornbrook's Concrete Geometry 

For beginners. By Adelia R. Hornbrook, A.M. Cloth, i2mo, 201 pp. 
Price, $0.75. 

T^\ESIGNED especially for use in grammar grades, in accordance 
**^ with the recommendations of the. Committee of Ten, this book 
is useful for preliminary and supplementary work for beginners in 
demonstrative geometry. To pupils who fail to appreciate the signifi- 
cance of geometrical demonstration, it will prove of special value. 
It may be termed in truth a developer of mathematical imagination. 

The spirit and method of Horn- book valuable alike to teacher and 

brook's Concrete Geometry I heartily pupil, showing the one how to teach 

approve. — W. A. Moody, Professor and the other how to study forms and 

of Mathematics, Bowdoin College. their mathematical relations and val- 
ues. I shall certainly recommend its 

I consider it a remarkable illustra- use whenever opportunity offers. — 

tion of the skillful application of true Lklia E. Patridge, Lansdowne, Pa., 

pedagogical principles. It is a text- Author of 4 * Quincy Methods, " 
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McMahon and Snyder's Differential Calculus 

(See Cornell Mathematical Series*) 

Milne's Academic Algebra 

By William J. Milne, Ph.D., LL.D., President, New York State 
Normal College, Albany, N. Y. Half leather, i2mo, 444 pp. Price, $1.25. 

Key to the same. Price, $1.50. 

TV yTORE extended and more comprehensive than Milne's High 
****■ School Algebra, this work does not merely state the princi- 
ples and laws of algebra, but establishes them by rigorous proofs. 
The student, in studying the subject, first makes proper inferences, 
then expresses the inferences briefly and accurately, and finally 
proves their truth by deductive reasoning. The definitions are very 
complete, and special applications and devices have been added ; 
arithmetical analogies have also been employed wherever possible. 
The examples are numerous and well graded, and the explanations 
which accompany the processes, giving a more intelligent insight into 
the various steps, constitute a valuable feature. The book covers all 
the requirements in algebra for admission to any college or university 

in America. 

Milne's Academic Algebra has been Richards, Professor of Mathematics, 
examined and has been placed upon Yale University, 
the list of accepted books for the en- 
trance requirements in elementary Milne's Academic Algebra contains 
algebra at Cornell University. — Geo. all the matter in this subject required 
\V. Jones, Committee of Mathematics, for admission to the Institute. Its 
Cornell University. clearness, its combination with the 

large number of examples, should 

Milne's Academic Algebra is a book make it an acceptable text-book in 

well suited to its purpose and gives the preparatory schools. — C. W. 

ali the essential principles of the sub- Crockett, Professor of Mathematics, 

ject, clearly expressed. — Eugene L. Rensselaer Polytechnic Institute. 

Milne's Elements of Algebra 

A course for beginners. By William J. Milne, Ph.D., LL.D., President, 
New York State Normal College, Albany, N. Y. Half leather, i2mo, 
199 pp. Price, $0.60. 

Key to Elements and Grammar School Algebras. 

Price, $0.60. 
In this book, Dr. Milne makes the transition from numerical to 
algebraic processes easy, natural, and inviting, axA cax&^a^sc&ti 
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it is not more difficult than the arithmetics used in grammar school 
grades. It includes an elementary treatment of involution and 
evolution and some insight into quadratic equations. 



I consider it a most excellent book. 
The early introduction of equations 
and the solution of problems, as well as 
the method of treatment of the topics, 
make the book very suitable for our 
grades, in which we want arithmetic 
and algebra taught as supplementary 
subjects, and in such a manner as 
to bring about mental development. — 
Hknry A. Wise, Superintendent of 
Public Instruction, Baltimore. 



Milne's Elements of Algebra, like 
the author's other works on mathemat- 
ics, is in the line of good teaching. 
It is clear and thoroughly good in its 
selection and arrangement of problems. 
In other words, it is a teachable book, 
something that can be entirely taught, 
which is saying a great deal in this 
day of encyclopedic text- books.— \Y. 
C. Hewitt, Principal, State Normal 
School, Oshkosh. 



Milne's Grammar School Algebra 

P>y William J. Milne, Ph.D., LL.D., President, New York State Nor- 
mal College, Albany, N. Y. Half leather, i2mo, 154 pp. Price, $0.50. 

Key to Elements and Grammar School Algebras. 

Price, $0.60. 

' I *HIS book is somewhat easier and less advanced than the Ele- 
ments of Algebra, and presents merely the fundamental prin- 
ciples of the science. The transition from Arithmetic to Algebra has 
here been made so gradual that the student will find no difficulty in 
passing from reasoning on definite numbers to reasoning on general 
numbers or algebraic quantities. 

Milne's High School Algebra 

A preparatory course. By William J. Milne, Ph.D., LL.D., President, 
New York State Normal College, Albany, N. Y. Half leather, l2mo, 408 
pp. With or without answers. Price, $1.00. 

Key to the same. Price, $1.00. 

' I V HE entrance requirements in algebra are clearly summarized in 
the college catalogues. Milne's High School Algebra contains 
a treatment of the various topics, but with some distinguishing char- 
acteristics. Each topic is presented so clearly and logically, and its 
progress so gradually unfolded, that the pupil's advance is rapid, 
sure, and interesting. Many students who have found insuperable 
difficulties in other text-books have had their mathematical sense 



Business 

Including Bookkeeping, Business Forms, and 

Phonography 

Bryant and Stratton's New Common School 
Bookkeeping 

Embracing single and double entry, and adapted to individual and class 
instruction in schools and academies. By S. S. Packard, founder of 
Packard's Business College, and H. B. Bryant, founder of Bryant and 
Stratton's Business Colleges. Cloth, i2mo, 208 pp. Price, $0.80. 

Key to the same. Price, $0.36. 

Blanks for the same. Price, per set of five, $0.30. 

Blanks for the same. Separate. Price, each, $0.06. 

Bryant and Stratton's New Countinghouse 
Bookkeeping 

Embracing the theory and practice of accounts, and adapted to the use 
of business colleges, higher grades of public and private schools, and to 
self-instruction. By S. S. Packard, founder of Packard's Business Col- 
lege, and H. B. Bryant, founder of Bryant and Stratton's Business Col- 
leges. Cloth, large 8vo, 304 pp. Price, $2.00. 

This is a much larger work than the high school edition by the 
same authors, and contains a more complete exposition of the general 
subjects pertaining to business and accounts. Hardly any question 
can arise in the business experience of an accountant which is not 
discussed and explained by this standard work. 

Bryant and Stratton's New High School 
Bookkeeping 

Adapted to use in business colleges and the higher grades of private and 
public schools. By S. S. Packard, founder of Packard's Business Col- 
lege, and H. B. Bryant, founder of Bryant and Stratton's Business 
Colleges. Cloth, large 8vo, 166 pp. Price, $1.50. 
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truths established in the books to which they are appended. Hitherto, 
students doing original work have been at a loss how to begin, but 
by the use of these summaries they will find all such difficulty removed, 
and will be easily inducted into the method. The book contains a 
great abundance of undemonstrated theorems and unsolved prol> 
lems, and a large number of diagrams and illustrations, notable espe- 
cially for their clearness and accuracy. 

The questions introducing the theo- tions. — Arthur Detmers, Principal, 

reras are just the sort that a good West High School, Buffalo, 
teacher would ask. I should say that, 

for general high school work, the book I like it very much. In some of 

should prove very teachable and sug- the demonstrations I notice a clear- 

gestive. — Charles A. Nohle, In- ness that I have failed to find in other 

structor in Mathematics, University books. — C. L. Hermon, Instructor in 

of California. Mathematics, Chicago Manual Train- 
ing School. 

One of the best works on this 

subject which has come under our A student studying this book would 

observation. The arrangement of the have no difficulty, after mastering it, 

book is well adapted to beginners in passing the entrance examinations in 

both in plane and solid geometry, plane and solid geometry for admis- 

while the suggestive questions preced- sion to any course at Cornell Uni- 

ing the propositions are very helpful versity. — L. A. Wait, Professor of 

in preparing pupils for the demonstra- Mathematics, Cornell University. 

Murray's Integral Calculus 

(See Cornell Mathematical Series.) t 

National Number Tablets — Algebra 

Nos. I to 3. Price, per dozen, $1.50. 

Answers to the same. Price, $0.05. 

Phillips and Fisher's Elements of Geometry 

By Andrew W. Phillips, Ph.D., and Irving Fisher, Ph.D., Professors 
in Yale University. Half leather, 8vo, viii + 540 pp. Price, $1.75. 

Plane Geometry. Separate. Cloth, 8vo, vi + 257 pp. 

Price, $0.80. 

Geometry of Space. Separate. Cloth, 8vo, v + 305 pp. 

Price, $1.25. 

Elements of Geometry. Abridged edition. Half leather, 

8vo, vii + 354 pp. Price, $1.25. 
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given to enable the student to use this book without difficulty in 
connection with the author's Business Forms, Customs, and Accounts. 

Eclectic Complete Bookkeeping 

By Ira Mayhew, LL.D., formerly Superintendent of Public Instruction 
in Michigan. Boards, i2mo, 156 pp. Price, $0.50. 

Key to the same. Price, $0.50. 

Blanks for the same. Price, per set of five, $045. 

Heffley's Manual of Pitman Phonography 

A complete manual of the Pitman system of phonography. Arranged in 
progressive lessons for class and self-instruction. By Norman P. Hef- 
fley, Secretary of the Faculty and Director of the Department of Com- 
merce of Pratt Institute, Brooklyn. Cloth, i2mo, 128 pp. Price, $1.25. 

A MANUAL peculiarly adapted for both school use and self- 
^^ instruction, in which all reference to the philosophy of speech 
and the science of phonetics is omitted. Everything which does 
not pertain strictly to the easy acquisition and practical application 
of phonography for business and reporting purposes is either elimi- 
nated or modified. The lessons are arranged progressively and con- 
tain a complete exposition of all the principles, word signs, and 
contractions that are requisite for the most difficult reporting. 

Munson's Complete Phonographer 

And reporter's guide. By James E. Munson, Official Stenographer, 
New York Supreme Court, Law and General Verbatim Reporter since 
1857. Cloth, i2mo, 241 pp. Price, $1.50. 

A LTHOUGH this exposition of phonography is intended for 
***• use as a text-book in schools, it also affords the fullest in- 
struction to those who have not the assistance of an oral teacher. In 
its present edition, it applies to all branches of reporting and cor- 
responds in every respect with the system as it is now best written. 
Whatever changes have been made aim to make the method as sim- 
ple and practical as possible. Much of the arrangement and all of 
the lessons and exercises are entirely new. 
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Munson's Phonographic Charts 

Parts I. and II. Sheets 23^ inches by 29^ inches. Price, each, $0.88. 

The same. Mounted separately. Price, each, $1.40. 
The same. Mounted together. Price, per set, t? 2. 10. 

Scribner's Bookkeeping Exercises 

Part I., Single Entry. Part II., Double Entry. Price, each, per dozea 
$3.36. 

Ward's Letter Writing and Business Forms 

No. I, Letters and Bills. No. 2, Letters, Receipts, Accounts, etc. No. 
3, Notes, Drafts, and Letters. No. 4, Business Correspondence and Re- 
view of Business Forms. Paper, 4to. Nos. 1 and 2, price, each, $0.10. 
Nos. 3 and 4, price, each, $0.15. 
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A 



SPECIAL Descriptive Catalogue of these 
well known and standard publications 



will be sent to any address on request. See 
page 265. 



History and Political Science 

HISTORY 

Adams's Medieval Civilization 

(See History Primers.) 

Alexander's Brief History of the Hawaiian 
People 

By W. D. Alexander. Cloth, 8vo, 347 pp., with maps and illustrations. 
Price, $1.50. 

Appleton's School History of the World 

By John D. Quackenbos, A.M., M.D., Professor Emeritus of Rhetoric, 
Columbia College. Cloth, i2mo, 492 pp., with maps and engravings. 
Price, $1.22. 

Barnes's Brief General History 

A brief history of ancient, mediaeval, and modern peoples, with some 
account of their monuments, institutions, arts, manners, and customs. By 
Joel Dorman Steele, Ph.D., F.G.S., and Esther Baker Steele, 
Lit.D. Half leather, large i2mo, 602 + xl pp., illustrated. Price, $1.60. 

TTTHETHER considered for its choice of matter, its teaching 
* * qualities, its accuracy of statement, its charm of style, or its 
richness of illustration, this book is preeminent as a class room text. 
Many of its features are distinctive, but special mention should be 
made of the rich fund of information supplied, in connection with 
the various countries and peoples described, by the description of 
manners and customs which graphically depict the civilization of the 
times. Chronological tables and reading references follow each divi- 
sion of the book ; and throughout, the topical method of arrangement 
is adopted. 
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Barnes's Brief History of Ancient Peoples 

With some account of their monuments, institutions, -arts, manners, and 
customs. By Joel Dorman Steele, Ph.D., F.G.S., and Esther Baker 
Steele, Lit. D., from Barnes's Brief General History. Cloth, i2mo, 312 + 
xviii pp., with numerous illustrations and maps. Price, $1.00. 

Barnes's Brief History of Prance 

By Joel Dorman Steele, Ph.D., F.G.S., and Esther Baker Steele, 
Lit.D. Cloth, i2mo, 300 + xxx pp, illustrated. Price, $1.00. 

This book is prepared on the same general plan as that pursued 
in the famous Barnes's Brief History of the United States. It is, 
therefore, divided into great historical epochs ; there is a summary at 
the close of each period, a chronological review and references for 
reading at the end of each epoch, and numerous footnotes, in which 
are given anecdotes, biographies, and incidental facts, which add 
greatly to the interest of the subject. 

Barnes's Brief History of Greece 

With readings from prominent leading historians. By Joel DORMAN 
Steele, Ph.D., F.G.S., and Esther Baker Steele, Lit.D. Cloth, 
i2mo, 191 pp. Price, $0.75. 

The first ninety pages are from Barnes's Brief General History, 
and these are followed by selected readings of Grecian history, com- 
piled from the best authors. 

Barnes's Brief History of Modern Peoples 

With some account of their institutions, arts, manners, and customs. By 
Joel Dorman Steele, Ph.D., F.G.S., and Esther Baker Steeu, 
Lit.D., from Barnes's Brief General History. Cloth, i2mo, 294 + xxpp** 
with numerous illustrations and maps. Price, $1.00. 

Barnes's Brief History of Rome 

By Joel Dorman Steele, Ph.D., F.G.S., and Esther Baker Steeli, 
Lit.D. Cloth, i2mo, 302 pp. Price, $1.00. 

The first part of this book is taken from Barnes's Brief General 
History, and the second part consists of readings carefully selected 
from the best writers. 



Castegnier's Handbook of Greek and Roman 
History 



By Gxorgr Castegnier, B.S., 



Flexible cloth, : 



This dictionary of important proper names is not offered as a sub- 
stitute for regular text-books of Greek and Roman history, but is 
intended as an aid in reviewing the subject, and is especially valuable 
for students preparing for college examinations. 

I like your Handbook of Greek and any student who consults me to use it 

Roman History very much, and so do for his review work. — ARTHUR H, 

all the teachers and pupils who have Cutler, Principal, the Cutler School, 

seen it. I shall be very glad to advise New York City. 

Colby's Outlines of General History 

By Fkank Moore Colby, M.A., Professor of Economics, New York 
University. Half leather, i2mo, 6ro pp., with notes, maps, and illustra- 
tions. Price, $1.50. 

T^HE New York Evening Post says : " It is a compact, well-con- 
■*■ sidered, and well-written book. Starting out with a recogni- 
tion of three main periods — ancient, to 476 a.d. ; mediaeval, from 
476 to 1453 ; and modem, from 1453 for- 
ward — it allots a little less than two-fifths of 
its space to the first, one fifth to the second, 
and a little more than two-fifths to the third. 
The chapters are short, averaging about 
eight pages in length. Each paragraph dis- 
cusses a separate topic, and heavy leaded 
type is used to advantage by not being used 
too much, ... At the end of every 
chapter the author has placed a succinct list 
of subjects for review. . . . His style 
is clear and not dry, he employs dates very 

judiciously, and his general method is characterized by a good mixture 
of narrative and explanation. The book is profusely illustrated, and 
the cuts maintain a fair standard of excellence. There is no super- 
fluous lumber about it whatever. . . . One excellent feature is 




the index. We have never seen one so full in this or any other kind 
of historical publication." 

Cox's General History of Greece 

(See The Student's Series.) 

Creighton's History of Rome 

(See History Primers.) 

Dickens's Child's History of England 

By Charles Dickens. Half leather, i6mo, a88 + 307 pp. Price, (0.60. 

Fisher's Brief History of the Nations 

And of their progress in civilization. By GEORGE PARK FlSHER, D.D., 
LL.D,, Professor in Yale University. Half leather, l2mo, liii + 653 
pp., with illustrations and colored maps. Price, $1.50. 

A FRESH, vigorous, compact restatement of general history in the 
■**■ light of the most recent discoveries, arranged to meet the prac- 
tical needs of the high school student. The central idea of the book is 
its delineation of human progress rather than of 
mere facts of dynastic and military history, and the 
work forms in its entirety an impressive panorana 
^ — . of the unfolding civilization of the world. The 

early and later Slone Ages, and the succeeding 
Ages of Bronze and Iron, together with the earij 
^^^^>^^^ movements of the Aryans and Semitics, are fuH* 

dealt with, although usually neglected in other text- 
books. Dr. Fisher also treats the mediaeval and 
modem periods with greater fullness than hasheie- 
geobce park kistier tofore been attempted in a general history of this 
grade. The temper of the work is judicious and 
impartial. In the number, beauty, and value of its maps and iflttt- 
trations, this history far excels other works of its class. 

Like everythingfrom the pen of Dr. vice. Few writers of Dr. FUhn'l 
Fisher, his Brief History of the Na- learning have his insight. This his- 
jions is of rare value and of rare ser- tory is of equal value to learners Mri 
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to those who have lost their way in 
historical study, and must be a great 
delight to any one who can enjoy clear 
and comprehensive historical state- 
ment. — W. J. Tucker, President, 
Dartmouth College. 

I marvel at the hardihood of the man 
who in these days of intense special- 
ization undertakes to bring out a uni- 



versal history. It certainly is not 
the work of a novice, but of the sea- 
soned scholar. Professor Fisher has 
long since proved his right to be 
classed in the latter category. That 
his name is on the title page is the best 
testimonial to the character of the 
work. — Benjamin S. Terry, Profes- 
sor of History, University of Chi- 
cago. 



Fisher's Outlines of Universal History 

Designed for use as a text-book and for private reading, by George Park 
Fisher, D.D., LL.D., Professor in Yale University. Half leather, 8vo, 
xvi + 674 pages. Price, $2.40. 

The same. Part I. Ancient History. Separate. 

Price, $1.00. 

The same. Part II. Mediaeval History. Separate. 

Price, $1.00. 

The same. Part III. Modern History. Separate. 

Price, $1.00. 

Shortly after the publication of this work, the distinguished author 
was honored by the University of Edinburgh with the degree of 
Doctor of Laws in recognition of his services in the cause of his- 
torical research. This volume is an earlier and more comprehensive 
work than the Brief History of the Nations, described above. 



Freeman's History of Europe 

(See History Primers.) 

Fyffe's History of Greece 

(See History Primers.) 

Gibbon's History of the Decline and Fall of 
the Roman Empire 

(See The Student's Series.) 
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Green's Short History of the English People 

By John Richard Green, Honorary Fellow of Jesus College, Oxford. 
New edition, thoroughly revised. Cloth, 8vo, xlvii + 872 pp., with maps 
and tables. Price, $1.20. 

*TPHE author of this book was the first English historian who either 
-*• wrote or conceived of English history from the side of the 
principles which his book asserted ; and in so doing he gave to his 
fellow-citizens such a history of their commonwealth as has no 
parallel in any other country. He believed that it is the great im- 
pulses of national feeling, and not the policy of statesmen, that form 
the groundwork and basis of the history of nations, and he felt 
certain that political history can only be made intelligible and just 
by basing it on social history in its largest sense. His aim was 
to give a history, not of English kings or English conquests, but of 
the English people ; and he preferred to pass lightly and briefly over 
the details of foreign wars and diplomacies, the personal adventures 
of kings and nobles, and the pomp of courts, and to dwell at length 
on the incidents of that constitutional, intellectual, and social advance 
which forms the history of the nation itself. Short critical accounts 
of the most important and useful contemporary works, marginal notes 
and dates, genealogical tables, and chronological annals are included 
in the book. 

We know of no record in the whole the English People. We know of none 
drama of English history to be com- that is so distinctly a work of genius, 
pared with Green's Short History of — Pall Mall Gazette, London. 

Hale's Lights of Two Centuries 

Edited by the Rev. Edward Everett Hale. Cloth, 8vo, 603 pp., with 
50 portraits. Price, $1.40. 

In this book are presented fifty succinct biographies of the mas- 
ter minds of the last two centuries in the world's progress. Only 
those representative in their nature have been selected, but these 
include artists, sculptors, composers, prose writers, poets, and in- 
ventors. Much information will be found here which is of Yatoc 
both to the special student and to the general reader. 
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Hallam's Constitutional History of England 

(See The Student's Series.) 

Hallam's Middle Ages 

(See The Student's Series.) 

Hume's History of England 

(See The Student's Series.) 

Hunter's History of Philosophy 

(See History Primers.) 

Jervis's History of France 

(See The Student's Series.) 

Lancaster's Manual of English History 

Revised edition. By Edward M. Lancaster, Principal, Gilbert Stuart 
School, Boston. Cloth, i2mo, 334 pp., with maps. Price, $1.00. 

Tn this history the essential facts have been given briefly and clearly, 
-*■ and the relation which one event bears to another, that is, the 
cause and effect, has been carefully traced. In this new edition the 
book has been revised and enlarged. The narrative has been brought 
down to the present date, and the position of Great Britain given on 
such important recent subjects as the Sudan, the Far-Eastern Ques- 
tion, the Venezuelan Question, the Spanish-American War, and the 
war with the Boers. The colored maps show not only England in 
the various stages of her conquests, but the provinces of France and 
parts of the adjacent countries. The appendix contains a brief 
statement describing the three departments of the British Govern- 
ment, and also a list of the cardinal dates of English history. The 
book also includes a list of the kings of England, with the chief events 
occurring during each reign, a genealogical table, and a list of British 
territorial possessions at the present time. 

Lewis's History of Germany 

(See The Student's Series.) 
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Liddell's History of Rome 

(See The Student's Series.) 

Lodge's History of Modern Europe 

(See The Student's Series.) 

McMaster's School History of the United 
States 

By John Bach McMaster, Professor of American History, University 
of Pennsylvania. Half leather, i2mo, 484 + 31 pp., with colored maps 
and illustrations. Price, $1.00. 

*TPHE Literary World says : " Mr. McMaster has given us a 
■*" school history of the United States which possesses many 
desirable features. The same force and insight which are so con- 
spicuous in the author's larger work are found 
here. In fact, we have little hesitation in saying 
that in this volume the school children of America 
have at length a book which will give them a real 
and vivid conception of their country's history; 
of the origin, nature, and significance of its insti- 
tutions ; and of the proper sequence and impor- 
tance of each essential incident and feature from 
its beginning down to the present year. Professor 
McMaster's skill in the selection of material for a 
>hn bach mcmaster school history is shown on every page, by nothing 

more clearly than his making prominent those 
great events which have had an important bearing on American 
history, and omitting unimportant incidents and details. Indeed, 
it is a book we should not be surprised to see supersede all others 
now in use." While primarily designed for grammar schools, this 
history is also well suited for use in the early years of the high 
school. The illustrations are historically authentic, and in conjunc- 
tion with the maps, form an important feature of the book. 

A valuable addition to the school- II. Smith, Professor of History, Yale 

books on this subject, and indeed . University, 
nothing less could be expected from 

so clear and vigorous a writer. — C. McMaster's School History of the 
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United States meets my requirements 
admirably. I shall recommend it to the 
preparatory schools for use in preparing 
students for entrance to Bryn Mawr. — 
Charles M. Andrews, Associate Pro- 
fessor of History, Bryn Mawr College. 

Mc Master's School History is a most 



excellent book. I have examined it 
with some care, and I do not see how 
it could be improved. The book is 
an original treatment by a master of 
the subject, and with this it has good 
adaptation to schoolroom purposes. — 
Arnold Tompkins, Professor of Ped- 
agogy, University of Illinois. 



Mahaffy's Old Greek Life 

(See History Primers.) 

Merivale's General History of Rome 

(See The Student's Series.) 

Morey's Outlines of Roman History 

For the use of high schools and academies. By William C. Morey, 
Ph.D., Professor of History and Political Science, University of Rochester. 
Cloth, i2mo, 348 pp., with maps and illustrations. Price, $1.00. 

\ GUIDE for students in high schools and academies, showing 
■**■ the progressive development of Rome as a world power, and 
explaining the influence which she has exercised upon civilization. 
It aims to make clear the relation between different periods, to place 
facts in their logical order, and to omit whatever may draw the mind 
away from the main lines of historical progress. The genius of the 
Romans for organization — which gives them their distinctive place 
in history — is kept clearly in view ; and the kingdom, the republic, 
and the empire are seen to be but successive stages in the growth of 
a policy to bring together and organize the various elements of the 
ancient world. The " progressive maps " and the bibliographical aids 
are valuable accessories. 

Miiller's Political History of Recent Times 

A political history of recent times (1816-1875). With special reference 
to Germany. By Wilhelm MOller, Professor in Tubingen. Revised 
and enlarged by the author. Translated, with an appendix covering the 
period from 1876 to 1881, by the Rev. John P. Peters, Ph.D. Cloth, 
8vo, ix + 696 pp. Price, $2.00. 

A comprehensive view of the political history of Continental Eu- 
rope in the nineteenth century. It is wisely divided into periods, 
and the development of each nation is kept distinct, yet easily brought 
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into relations with that of every other.- The events presented are 
those and only those which an American cares to know. It is a 
living history ; the style is clear and vigorous, the spirit broad and 
judicial. 

Miiller's Political History of Recent as a text-book and as a book of refer- 

Times is a book which has a mission, ence, covering the field of modern his- 

Hithertowe have had no good single tory from the fall of Napoleon to our 

volume capable at once of being used own day. — New York Herald. 

Smith's New Testament History 

(See The Student's Series.) 

Smith's Old Testament History 

(See The Student's Series.) 

Smith's Smaller History of Greece 

(See The Student's Series.) 

Smith's Smaller History of Rome 

(See The Student's Series.) 

Smith's Smaller Scripture History 

(See The Student's Series.) 

Strickland's Lives of the Queens of England 

(See The Student's Series.) 

Swinton's Outlines of the World's History 

Ancient, mediaeval, and modern, with special relation to the history erf 
civilization and the progress of mankind. For the use of higher classes in 
public schools, hi^h schools, academies, seminaries, etc. By WiLUAM 
Swinton. Half leather, i2mo, xii + 498 pp. Price, $1.44. 

The originality and merit of this book lie in its method of treat- 
ment and in the freshness and interest given to the commonest facts. 
It is a history of civilization, and from first to last deals with those 
peoples which have aided in advancing the human race physically, 
socially, morally, and politically. Although less extensive than some 
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other text-books of general history, it is doubtful if any are more 
clear and attractive, or more teachable. 

Thalheimer's Outline of General History 

Revised edition. By M. E. Thalheimer. Half leather, i2mo, 448 pp 
with maps and illustrations. Price, $1.20. 

Tighe's Roman Constitution 

(See History Primers.) 

Van Bergen's Story of Japan 

By R. Van Bergen, M.A. Cloth, 121x10, 294 pp., with maps and illustra- 
tions. Price, $1.00. 

Wendel's History of Egypt 

(See History Primers.) 

Wilkins's Roman Antiquities 

(See History Primers.) 

Yonge's History of France 

(See History Primers.) 



THE STUDENT'S SERIES 

TT is doubtful whether so large a number of notable text-books on 
A the subject of history as are to be found in the famous Student's 
Series has ever before been presented by any publishing house. The 
New York Evening Post says : " Nearly every one of these very neat 
2nd attractive volumes is acknowledged to be the best summary in 
our language of the particular branch of knowledge to which it 
belongs, while we do not know that any of them has an unquestioned 
superior. On the whole, this series may fairly be said to be indis- 
pensable to every reading man. . . . Had such admirable man- 
uals been in circulation during the childhood of the generation now 
in middle life, there would have been no comp\a\T\\., svvcYv *a& ^^. 
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daily and justly hear, of the decline of the nistorical spirit among 
active and intelligent men. They cover a wide range of historical 
study, and the great facts of history are so ably condensed within 
their covers that they may be said to be truly representative text- 
books." 

Cox's General History of Greece 

From the earliest period to the death of Alexander the Great. With a 
sketch of the subsequent history to the present time. By George W. 
Cox, M.A. Cloth, i2mo, xxxii + 710 pp., with colored maps and plans. 
Price, $1.25. 

*TPHIS general history is an admirable book, and we commend 
■*" it most heartily to our readers. Mr. Cox has made a thorough 
study of the sources. He is animated by the true spirit of research 
and independent inquiry, and his style is natural and effective. 
The volume is fitted to give an ordinary reader an exceedingly clear 
idea of the progress of events in Greek history, and it continually 
suggests topics for reflection. Mr. Cox's wide acquaintance with 
modern history stands him in good stead in this matter. He has 
adopted definite principles in regard to the actions of men. He 
has a strong enthusiasm for what is just and merciful ; and his book 
consequently is pervaded by a keen love of goodness and a hearty 
detestation of selfishness and vice. — Athenaeum, London. 

Gibbon's History of the Decline and Fall of the Roman 
Empire 

By Edward Gibbon. Abridged. Incorporating the researches of rt- 
cent commentators. By William Smith, LL.D. Cloth, i2mo, xxviii + 
678 pp. Price, $1.25. 

\X7E hardly know whether to admire more the modesty of Dr. 
Smith in contenting himself with editorial labor, when he is 
so eminently capable of writing an original work on Roman history* 
or his skill in condensing the six volumes of Gibbon's magnificent 
work into one without losing its spirit or impairing its connection. 
We miss nothing of Gibbon's splendid style, and the omission of un- 
important episodes and incidental discussions imparts a vivacity to 
the narrative which even the original does not sometimes 
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One also feels especial confidence in the accuracy of a history which, 
written by such an author as Gibbon, has passed through the hands 
of such an editor as Dr. Smith. — New York Evening Post. 

Hallam's Constitutional History of England 

From the accession of Henry VII. to the death of George II. By Henry 
H allam, LL. D. $ F. R. A. S. Incorporating the author's latest additions and 
corrections, and adapted to the use of students. By William Smith, 
D.C.L., LL.D. Cloth, i2mo, 748 pp. Price, $1.25. 

Dr. Smith has edited this great work for the use of students with 
his customary ability and accuracy. It has been his aim to present 
the works as nearly as possible in the form in which he conceives the 
author would have wished them to appear if he had himself prepared 
editions for the special use of students. The Petition of Right and 
the Bill of Rights are printed at length. 

Hallam's Middle Ages 

A view of the state of Europe during the middle ages. By Henry Hallam, 
LL.D., F.R.A.S. Incorporating in the text the author's latest researches, 
with additions from recent writers, and adapted to the use of students. By 
William Smith, D.C.L., LL.D. Cloth, i2mo, 708 pp. Price, $1.25. 

*T*HIS is an edition of Hallam's Middle Ages — not an abridgment, 
-*■ but a revision — which undertakes to incorporate in the text 
whatever is essential in the supplementary notes, giving the student 
the first views of the author, with the reasons for them, but omitting 
views and arguments which he had been led to abandon, as well as 
such notes and discussions as seemed less adapted to the use of 
college classes than of historical inquirers, who, of course, must have 
the complete work. Besides this, there is very little omitted, and 
there are even serviceable additions in the shape of lists of sovereigns, 
genealogical tables, and original documents (as Magna Charta and the 
Constitution of Clarendon), to say nothing of passages from recent 
works, like Maine's Ancient Law, Bryce's Holy Roman Empire, Free- 
man's Norman Conquest, and Stubb's Select Charters. — The Nation, 
New York. 

Hume's History of England 

From the earliest times to the Revolution in 1688. Based on the history 
of David Hume. Incorporating the corrections and researtcWi^ ol xe^wx. 
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historians. Continued to the treaty of Berlin in 1878. New edition, re- 
vised and corrected by J. S. Brewer, M.A., late Professor of Modern 
History and English Literature, King's College, London. With an 
appendix by an American editor. Cloth, i2mo, xxxvi + 808 pp., illus- 
trated. Price, $1.50. 

This book may safely be pronounced the most handy, complete, 
and trustworthy manual of English history for schools in existence. 
And even those whose school days are over can find no better book 
with which to lay a foundation for a knowledge of English history.— 
New York Evening Post. 

Jervis's History of France 

From the earliest times to the establishment of the Second Empire, in 
1852. By W. H. Jervis, D.D. Cloth, i2mo, xii + 730 pp., illustrated. 
Price, $1.25. 

^T^HIS work is to the history of France what the Student's Hume 
-■* is to the history of England. Both books incorporate with 
judicious comments the researches of the most recent investigators, 
not only into the more modern, but into the most remote, periods of 
the histories of the countries to which they refer. The latest lights 
which comparative philology has cast upon the migrations and inter- 
minglings of races are reflected in these histories of England and 
France. At the end of each book, sometimes of each chapter, there 
are given copious lists of standard works which constitute " authori- 
ties " for a particular period or reign. This most useful feature seems 
to us to complete the great value of the works, giving to them the 
character of historical cyclopaedias as well as of impartial histories. 

— Museum, Ix)ndon. 

• 
Lewis's History of Germany 

From the earliest times. Founded on Dr. David M tiller's History of the 
German People. By Charlton T. Lewis. Cloth, i2mo, x + 800pp.. .j 

illustrated. Price, $1.50. 

Mr. Lewis has not only produced a complete history, but a history 
of surpassing merit, and one which is likely to become a classic in 
the language. The book is a model of its kind. Within the com- 
pass of a single volume we have an intelligent narrative of the ffW® 
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nd progress of the German race. from the earliest times to the pres- 
ent date. — Chicago Inter-Ocean. 

This work has been admirably done by Mr. Lewis. While his 
ristory, from its lucid and concise narrative of events, is better than 
my other work in English treating of the same subject, adapted to 
lse in schools and academies, it will equally interest such readers as 
iesire to obtain a trustworthy account of the growth, character, and 
achievements of the German race. — New York Evening Post. 

Liddell's History of Rome 

From the earliest times to the establishment of the Empire. With chapters 
on the history of literature and art. By II. G. Liddkll, 1). 1). , Dean of 
Christ Church, Oxford. Cloth, i2mo, x + 768 pp., illustrated. Price, 
$1.25. 

T70R the use of schools and colleges, and for a large class of 
readers, this work must assume the first place among the recent 
histories of Rome. Its comparative brevity is secured by condensa- 
tion rather than by omission. It embodies the last results of historical 
criticism, and exhibits not merely the series of Rome's political and 
military fortunes, but the course and tokens of her progress alike in 
those manly, hardy traits which made her empress of the world, and 
in those more showy attributes of national greatness and individual 
niagnificence which, in their culminating glory, bore the presage of 
decline, decay, and dismemberment. Dr. Liddell's style is concise, 
clear, and strong. — North American Review. 

Lodge's History of Modern Europe 

From the capture of Constantinople by the Turks to the treaty of Berlin, 
1878. By Richard Lodge, M.A., Fellow and Tutor of Brasenose Col- 
lege, Oxford. Cloth, i2mo, xxx + 772 pp. Price, $1.50. 

T*HE progress of events in Europe loses much of its interest to 
•*• the general reader owing to the general indefiniteness prevail- 
ig concerning modern European history, except on the part of those 
'ho have made such history a special study. Histories of Europe, 
f the different European countries, of different epochs there are in 
lenty, but one wants a lifetime to master them. What the general 
>ader has needed is a history of modern Europe. The History of 
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Modern Europe, by Richard Lodge, M.A., while designed for use 
in institutions of learning, meets just this requirement of the general 
reader of which we speak. He has gained a remarkable freedom 
from the fault so common with those who attempt to treat great 
events concisely, and has not given the public a dull book. The 
style is clear and vigorous, and is not lacking in dramatic spirit- 
Boston Evening Traveller. 

Merivale's General History of Rome 

From the foundation of the city to the fall of Augustulus, B.C. 753-A.D. 
476. By Charles Mkrivale, D.D., Dean of Ely. Cloth, i2mo, 702 
pp., with colored maps. Price, $1.25. 

T7*ROM beginning to end it is interesting. Indeed, it is by far the 
*- most interesting compendium of Roman history that we have. 
The Dean was peculiarly fitted for the task which he has undertaken. 
He had already studied minutely some of the most important por- 
tions of the history, and given the results in elaborate works. He 
has devoted himself to an accurate examination of Rome from an 
antiquarian point of view. His mind is saturated with the literature 
of the Romans, and the great Latin writers are his familiar friends, 
and all the problems and difficulties which the history of Rome sug- 
gests have long been subjects of meditation to him. He writes, 
therefore, with a masterly grasp of his materials. Light is drawn 
from every available quarter. The prominent events of the history 
bring up before him the passages in the Latin poets which allude 
to them. The history and the literature are, as it were, interwoven 
with each other. The early part of the history foreshadows the later. 
The later creates comparisons with the earlier. The whole thus 
bears the impress of unity. The style, moreover, is admirable- 
clear, forcible, and concise. — Athenaeum, London. 

Smith's New Testament History 

With an introduction, connecting the history of the Old and New Testa- 
ments. Edited by William Smith, LL.D. Cloth, i2mo, 780 pp., with 
maps and illustrations. Price, $1.25. 

This work consists of three parts : Part I. Connection of the Old 
and New Testament Histories and Secular History of the Jews to 
the Destruction of Jerusalem. Part II. The History of Jesus 
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Christ ; or, The Revelation of the Gospel. Part- III. History of the 
Apostles; or, The Founding of the Christian Church. The book 
embodies much valuable matter from the Dictionary of the Bible, 
and in particular from the Archbishop of York's articles on the life 
of our Saviour, and on the Gospels, as well as from the different 
articles on the Apostles and the books on the New Testament and 
Apocrypha. 

Smith's Old Testament History 

From the creation to the return of the Jews from captivity. Edited by 
William Smith, LL.D. Cloth, i2mo, 716 pp., with maps and illus- 
trations. Price, $1.25. 

TN the preparation of the text it is evident that great care has been 
**• taken to render the work one that, while reverent, and recogniz- 
ing the sanctity and claims of revelation, should be suitable for the 
characteristic criticisms and exegesis of the age. It is an excellent 
condensation of nearly all the valuable matter that criticism, his- 
torical, ethnographical, topographical, and chronological investiga- 
tions have accumulated around the Old Testament Word of God. — 
Presbyterian, Philadelphia. 

Smith's Smaller History of Greece 

Revised, enlarged, and in part rewritten by Carleton L. Brownson, 
Instructor in Greek, Yale University. Cloth, i2mo, viii + 423 pp., with 
colored maps and illustrations. Price, $1.00. 

TN preparing this new edition the reviser has been guided by the 
-*■ important results of the investigations by modern scholars in the 
departments of Greek history, literature, and antiquities. He has 
brought the history down to the conquest of Greece by the Romans 
in 146 B.C., and has sought especially to correct any inaccuracies 
of the old edition, and to supply some omissions. The plan of 
the original work, and the characteristic features, however, which 
made it so popular, have been preserved. A few of the chapters 
have been largely rewritten, and in others many important additions 
and changes have been found necessary. The recent histories of 
Busolt and Holm have been consulted, but all direct statements have 
been verified by reference to the original Greek sources. l&\tixsfc| 
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new maps and plans have been engraved for this edition, and many 
new illustrations have been substituted for former ones. 

Smith's Smaller History of Rome 

New and thoroughly revised by A. H. J. Greenidgr, M.A., Lecturer and 
late Fellow of Hertford College ; Lecturer in Ancient History at Brasenose 
College, Oxford. Cloth, i2mo, xxx + 371 pp., with colored maps and 
illustrations. Price, $1.00. 

>TPHE history of Rome in this book has been brought down to 
■*" the fall of the Western Empire, in a.d. 476. Care has been 
taken in this new edition not to alter any of the essential character- 
istics which have long made the original work such a valuable instru- 
ment of education. Its full proportions have been preserved as far 
as possible, and no special department of history has been allowed to 
curtail the space which was due to others. Such alterations as those 
which deal with the original populations of Italy, and the constitu- 
tional arrangements of Rome, are merely the inevitable result of the 
progress of recent historical research in these directions. Through- 
out the work the language has been simplified wherever it was advan- 
tageous, and the quantities of names, where necessary, have been 
added in the index. All the maps, and a large proportion of the 
illustrations, have been prepared especially for this edition. 

Smith's Smaller Scripture History 

In three parts : Old Testament History ; Connection of Old and New 
Testaments; New Testament History to a.d. 70. Edited by William 
Smith, D.C.L., LL.D. Cloth, i6mo, 376 pp., illustrated. Trice, $0. 6a 

Strickland's Lives of the Queens of England 

By Agnes Strickland. Abridged by the author. Revised and edited by 
Caroline G. Parker. Cloth, i2mo, 682 pp., illustrated. Price, $1.25. 

The author has, with great care and fidelity, prepared this edition 
of her Lives of the Queens of England for the use of schools and 
families. The condensation of her great work on England's queens 
is admirably done ; and while it is invaluable to youth, it will be 
found a useful book for any library, supplying students and readers 
with a ready reference to facts and dates in the lives and times of 
the English queens. 
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HISTORY PRIMERS 

Uniform in style and similar in purpose to the Literature Primers. 
These little volumes constitute a series of monographs on important 
epochs and phases of historical study relating to the development 
and progress of various nations. Each has been written by a special- 
ist in the subject discussed. 

The volumes are uniformly bound in brown cloth, flexible covers, i6mo. 
Price, each, $0.35. 

Adams's Mediaeval Civilization 

By George Burton Adams, Professor in Yale University. 142 pages. 

The author begins his sketch at the fall of the Western Roman 
Empire and closes it with the era of the Reformation. He touches 
with firm hand the influences of the Roman Empire, and of the 
Church, the Germans, Charlemagne, the feudal system, the revival 
of learning, the rise of nations — all written in a vigorous style and 
showing a comprehensive grasp of the subject. 

Creighton's History of Rome 

By Rev. M. Creighton, M.A., Fellow and Tutor of Merton College, 
Oxford. 128 pp., with maps. 

This book is a good illustration of the fact that one must know 
much in order to write on a great subject with brevity and force. 
It is invaluable to students who wish to review the history of Rome 
after having studied more extended texts. 

Freeman's History of Europe 

By Edward A. Freeman, D.C.L., LL.D., late Fellow of Trinity Col- 
lege, Oxford. 150 pp., with maps. 

Professor Freeman has undertaken in this monograph to present 
a bird's-eye view of Europe and its inhabitants down to the union 
of Germany and of Italy. It is written with the author's usual pre- 
cision and breadth. 
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Fyffe's History of Greece 

By C. A. Fyffe, Fellow and late Tutor of University College, Oxford, 
128 pp., with maps. 

What Mr. Creighton has done for the history of Rome, Mr. 
Fyffe has done for that of Greece in this little volume. It will be 
found of equal value to students reviewing the study or preparing for 
college entrance examinations. 

Hunter's History of Philosophy 

For use in high schools, academies, and colleges. By Thomas Hun- 
ter, M.A. (Glasgow). 128 pp. 

A simple and succinct account of the lives and doctrines of the 
great systematic philosophers and of those ancient and mediaeval 
philosophers who have proposed some explanation of existence or 
some theory of conduct. The word " philosophy " here refers for 
the most part to metaphysics, and in a less degree to ethics. The 
questions at the end of the book follow exactly the order of the 
corresponding statements in the text ; the vocabulary contains ex- 
planations of such words as may not easily be understood by the 
student. 

Mahaffy's Old Greek Life 

By J. P. Mahaffy, Professor of Ancient History in the University of 
Dublin. 102 pp. 

Since the range of subject is more restricted than in some other 
books of this series, it follows that the author has greater liberty in 
mode of treatment. The book is, therefore, less condensed, and 
possesses an added interest to the reader on that account. It treats 
of the general features of the Greek nation, of men and property, 
of the Greek in private and in public life, and of Greek religion 
and law. 

Tighe's Roman Constitution 

By Ambrose Tighe, formerly Tutor and Douglas Fellow at Yale Uni- 
versity. 132 pp. 

The development of the Roman Constitution down to and in- 
cluding the time of the second Punic War. This book consists of 
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materials (in somewhat revised form) used by the author with his 
classes in Yale University. 

WendeFs History of Egypt 

By F. C. H. Wen del, A.M., Ph.D. 160 pp., with maps. 

This is a brief account of Egyptian history from the earliest times to 
the Conquest by Alexander the Great, and represents the present state 
of Egyptological science. The importance of the subject of Egypt- 
ology is understood by the historian, the theologist, the student of 
civilization, and the art student. 

Wilkins's Roman Antiquities 

By A. S. Wilkins, A.M., Owens College, Manchester (England). 126 
pp., illustrated. 

This little work corresponds in purpose and scope to the similar 
volume by Professor Mahaffy on Old Greek Life. 

Yonge's History ol France 

By Charlotte M. Yonge. 122 pp., with maps. 

This notable manual is a good example of condensation without 
loss of interest in the subject matter. 

CIVICS 

Andrews's New Manual of the Constitution 
of the United States 

By Israel Ward Andrews, D.D., LL.D. Revised by Homer Morris, 
LL.B., of the Cincinnati Bar. Cloth, i2mo, 375 + lvi pp. Price, $1.00. 

A S it grew out of class room needs and experience, so this stand- 
•**- ard work has proved an invaluable class room aid. In its 
present revision the original design of the book has been followed as 
closely as possible. It gives a masterly exposition of the great 
principles of the Constitution, with a summary of the legislative pro- 
visions in which they have been embodied, and also contains the 
more recent interpretations of the Constitution by the courts, and of 
the important statutes calculated to produce permanent political 
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effect. A full list is included of the principal executive and judicial 
officers of the national government, together with an account of the 
admission of every State into the Union. Its value for general refer- 
ence and instruction in the laws of citizenship is equal to that which 
it possesses as a school text-book. 

It is full, convenient, and accurate. I have given Dr. Andrews's Man- 
It is especially well adapted for its ual of the Constitution of the United 
purpose as a text-book for schools and States such an examination as to con- 
colleges. — Rutherford B. Hayes. vince me that it is a* valuable and well- 
arranged manual, and that a wide 

It is a very able condensation of the circulation of it would do much to 
most important points of the history- familiarize our people with the prin- 
and doctrines of the Constitution, and ciples of our government. — BENJAMIN 
bears the marks of that high scholar- Harrison. 
ship which characterizes the distin- 
guished author. — James A. Garfield. I beg to acknowledge receipt of the 

Manual of the Constitution by Presi- 

I am very glad to have it. . . . It dent Andrews. I have looked through 

appears to be a clear and comprehen- the book, and regard it as a very vato- 

sible exposition of the Constitution. — able work. It ought to have a large 

Grover Cleveland. constituency. — William McKinley. 

Cocker's Government of the United States 

By W. J. Cocker, A.M. Cloth, i2mo, viii + 274 pp. Price, $0.72. 

Forman's First Lessons in Civics 

A text-book for use in schools. By S. E. Forman, Ph.D. Cloth, i2mo, 
192 pp. Price, $0.60. 

The same. Maryland edition. 208 pp. Price, $0.60. 

A brief and simple statement of the leading facts of the several 
governments under which we live, which constitutes not only a lesson 
in civics, but a lesson in ethics. 

McCleary's Studies in Civics 

By James T. McCi.eary, M.C., late Teacher of Civics and History, 
State Normal School, Mankato, Minn. Revised edition. Cloth, i2mo, 
369 pp. Price, $1.00. 

Although neither an office-holder's manual nor an elementary 
treatise on law, this book is designed to give students an insight 
into the way public business is carried on, in the hope that they 
may catch something of the spirit of the law. A careful study » 
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given to the text of the Constitution of the United States and to 
each of our governmental institutions, beginning with the town. 

I am very much interested in Mc- We continue to use it in our school 
Cleary's Studies in Civics, and think with entire satisfaction. It includes 
it particularly well adapted for high enough local government to make an 
schools and academies. It is clear and easy and connected study of the State 
terse, and the appendices contain a and National governments and their re- 
fund of information obtainable from lations. Its merits warrant a wide use 
the sources with difficulty. Indeed, in our schools. — Charles F. Koeh- 
the forms and tables included in the ler, Instructor in Social Science, Min- 

book make it valuable as a reference nesota State Normal School, Mankato. 

book as well as a text-book. I take 

pleasure in adding my word of recom- It is the best work I have yet seen. 

mendation to the many the book has I believe it is what we need in our 

already received. — Charles T. Went- high school, and I hope to place it 

worth, Instructor in History, Massa- there. —George E. Rose, Principal 

chusetts Institute of Technology. of High School, Kansas City. 

McCleary's Teachers' Manual to Accompany 
Studies in Civics 

By James T. McCleary, M.C., late Teacher of Civics and History, 
State Normal School, Mankato, Minn. Cloth, i2mo, 240 pp. Price, 
$1.00. 

A special book for teachers, giving information not easily obtain- 
able, and fortifying teachers for their work by assuring them of the 
correctness of their conclusions. As a companion to the author's 
Studies in Civics, it is fully adapted to serve its purpose, while in the 
general teaching of civil government it has features which will be of 
great help. 

Martin's Civil Government 

By George H. Martin, A.M., Agent, Massachusetts Board of Educa- 
tion ; formerly teacher of History and Civil Polity, State Normal School, 
Bridgewater, Mass. Cloth, i2mo, 330 pp. Price, $0.90. 

The same. Western edition. Price, $0.90. 

Morgan's Patriotic Citizenship 

By Thomas J. Morgan, LL.D., Member of the National Council of Edu- 
cation. Cloth, i2mo, 368 pp., illustrated. Price, $1.00. 

Nordhoff s Politics for Young Americans 

A newly revised edition for schools and colleges. By Charles Nord- 
hoff. Cloth, i2mo, 208 pp. Price, $0.75. 
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Peter man's Elements of Civil Government 

A text-book for use in public schools, high schools, and normal schools, 
and a manual of reference for teachers. By Alexander L. Peterman, 
late Principal and Professor of Civil Government, Normal School of Ken- 
tucky State College. Cloth, 1 2mo, 268 pp. Price, $0.60. 

Special editions for New York, New Jersey, Pennsylvania, 

North Carolina, Kentucky, Tennessee, West Virginia, Ohio, Michigan, 
Iowa, Colorado, Georgia, and Oregon. 

An elementary text-book for young pupils, designed to promote 
good citizenship by presenting in clear and simple form a knowledge 
of our political institutions. The author shows the analogy between 
the government and the family and the school. 

Smithey's Civil Government of Virginia 

For the use of schools. By Royall Bascom Smithey, A.M., Professor 
in Randolph-Macon College. Cloth, 12 mo, 175 pp. Price, $0.60. 

Townsend's Analysis of Civil Government 

Including a topical and tabular arrangement of the Constitution of tbc 
United States. Designed as a class book for the use of normal and high 
schools, academies, and colleges. By Calvin Townsend, Counselor at 
law. Revised edition. Cloth, i2mo, 368 + 15 pp. Price, $1.08. 

A MONG all the more recent books on this subject, this treatise 
***' maintains its high rank and wide usefulness. Its analytic 
method is an aid to the earnest, progressive teacher, and enables the 
student to understand the Constitution of the United States as well 
as the theory and fundamental principles of the American govern- 
ment. The topical and tabular arrangement is particularly adapted 
to class room instruction. 

Townsend's Shorter Course in Civil Govern- 
ment 

Arranged in topics, with numerous questions for convenience in teaching. 
Py Calvin Townsknd, Counselor at law. Cloth, l2mo, vi + 272 pp. 
Price, $0.72. 

This book has been prepared for pupils between the ages of 
twelve and sixteen years. It presents the subject by topics and 
in analytical form ; the chapters are divided into lessons of coo- 
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venient length for class drill ; and each lesson is followed by ques- 
tions relating to its subject-matter. From this comprehensive view 
of the Constitution and government of the United States, the pupil 
will understand at a glance the government of his State. 

Willoughby's Rights and Duties of American 
Citizenship 

By Westel Woodbury Willoughby, Ph.D., Associate in Political Sci- 
ence, Johns Hopkins University. Cloth, i2mo, 336 pp. Price, $1.00. 

^THO American youths this book presents prac- 
-*- tical information which will prepare them 
to assume intelligently the responsibility of 
American citizenship. Instead of making a run- 
ning commentary on the Constitution, the author 
unfolds the general principles of civil govern- 
ment from a study of our nation's development. 
Before attempting to explain the perplexities of 
federal government, he deals with the nature of 
political authority, the purposes for which it ex- 
ists, and the general governmental means through w# w# WTLLO ug 
which such purposes are attained. The book, 
therefore, is divided into two parts : the first, devoted to a general 
introduction to political science ; the second, to a description of civil 
government in the United States. 



Willoughby's Rights and Duties of 
American Citizenship seems to me a 
clear, interesting, and very practical 
book. I like the author's method of 
treating the subject. It will prove a 
valuable help in teaching the elements 
of civil government. — Edward G. 
Bourne, Professor of History, Yale 
University. 

It is the best introduction to the study 
of government that we have as yet had. 
The skill with which the author illus- 
trates political theory by the facts of 
our political life gives to the book a 



unique position among the text-books 
on the subject. An acquaintance with 
the book will be an invaluable training 
for the duties of citizenship. — L. S. 
Rowe, Assistant Professor of Political 
Science, University of Pennsylvania. 

I find it a suggestive and independ- 
ent treatment, which will be of value 
for use in our secondary schools. The 
teaching of civics is too often a mere 
text-book study of the phraseology of 
the Constitution, without adequate com- 
prehension of the political institutions 
and forces that lie beAvuvd tta. o.<yfts»\>ta\- 
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tional forms ; Willoughby's work will pie and lucid way of topics bearing on 
do much to correct this. — Frederick our State and Federal government 
J. Turner, Professor of American which every young man should be fa- 
History, University of Wisconsin. miliar with before exercising the elec- 
tive franchise. — J. B. McChesney, 
I am much pleased with its concep- Principal, High School, Oakland, 
tion and execution. It treats in a sim- *Cal. 
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Gregory's Political Economy 

By John N. Gregory, LL.D., ex-President of Illinois Industrial Uni- 
versity, ex-Superintendent of Public Instruction for Michigan. Cloth, 
i2mo, 394 pp. Price, $1.20. 

Jevons's Political Economy 

(See Science Primers.) 

Laughlin's Elements of Political Economy 

With some applications to questions of the day. By J. Lawrence 
Laughlin, Ph.D., Head Professor of Political Economy, University of 
Chicago. Cloth, i2mo, xxiv -f 363 pp., with charts. Price, $1.20. 

fT^HE elementary principles of political economy are here pre- 
-*- sented in a plain and direct manner, with an adequate consid- 
eration of the main topics and due emphasis upon the fundamental 
facts. Much light is thrown upon those questions of the day which 
so deeply affect our national life and prosperity. The book contains a 
list of reference books for a teachers' library selected from English, 
French, and German authors. It may be used in either a long or a 
short course. 

Small and Vincent's Introduction to the 
Study of Society 

By Albion \V. Small, Ph.D., Head Professor of Sociology, University of 
Chicago, anil CiF.orgk E.Vincent, Associate Professor of Sociology, Univer- 
sity of Chicago. Cloth, 1 2010,384 pp., with maps and diagrams. Price, $1.80. 

Owing to the increasing interest in sociology, there has been need 
of a volume which may serve as a manual for beginners in college. 
By sociology is meant, not social reforms, but the fundamental facts 
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of society. As the method of credible soci- 
ology must be the method of observation 
and induction, this book tries to arrange a 
method for observing and classifying social 
phenomena— the first step in orderly scien- 
tific procedure. It does not, however, fur- 
nish conclusions, but leads the student to 
think and form them for himself. The prin- 
cipal subjects treated are : The Origin and 
Scope of Sociology; The Natural History of a 
Society; Social Anatomy ; Social Physiology 
and Pathology : and Social Psychology. 

It seems to me a most excellent and It is by far the best thing of the sort 
timely piece of work. I shall recom- which I have seen. It will be useful 
mend it with much satisfaction to my and do good, — W. G. Sumnkk, Pro- 
classes, and I congratulate its authors fe^ir of I'olitii-il and Social Srii.-nri:, 
on so useful a handbook.— Francis Vale University. 
G. Peabodv, Professor of Christian 

Morals, Harvard University. An admirable boolt for its purpose, 

covering a held not occupied by any 

I like it thoroughly well. It is a book before the public. While itsform 
resume' of the subject such as we have is eminently suitable for collect rh.-ses. 
needed, and will do much to rescue its thought opens out lines of invt's:ijj;i- 
sociology from the amorphous state in tion for advanced students. It places 
which it has remained a perilously the analysis of Scliaffle within easy 
long time. — Amos U. Warner, Pro- reach of English readers. — C. k. 
fessor of Applied Economics, Stanford Hendkhmi.v, Professor of Sociology, 
University. University of Chicago. 
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Bowen's Astronomy by Observation 

An elementary text-book for high schools and academies. . By Eliza A. 
Bow en. Boards, 4to, 94 pp., with maps and illustrations. Price, $1.00. 

A N outgrowth of practical work in the schoolroom, this book is 
**** intended to make young students of elementary astronomy 
observers and thinkers. The constellations and the positions and 
motions of the heavenly bodies are taught in familiar language and 
with careful, easily understood directions and descriptions. As a 
guide to observation, it is especially adapted for teachers who must 
rely mainly on a text-book for authority and method in this branch 
of instruction. 

I am delighted with the plan of Bowen's Astronomy by Observation 
Bowen's Astronomy by Observation, is on a plan eminently suitable for in- 
It is both simple, natural, and thor- teresting the pupil. I will give a case 
ough. It deserves the attention of all in point. I have a boy in the high 
who have this subject to teach in our school here. He is not studying as- 
high and academic schools. Astron- tronomy at school, but is naturally 
omy never can be properly taught interested in all departments of science, 
from the book alone, any more than lie has taken up your book with great 
botany, zoology, or any other science, interest, and goes out at night, map in 
We must depend on observation of hand, whenever the sky is clear. lam 
the things to be studied. — E. A. Shel- very glad to have the book on his ac- 
don, President, State Normal School, count. — Joseph Le Conte, Professor 
Oswego, N. Y. of Geology, University of California. 

Lockyer's Astronomy 

(See Science Primers.) 



ASTRONOMY 91 

Newcomb's Elements of Astronomy 

By Simon Newcomb, Ph.D., LL.D., formerly Professor of Mathematics 
and Astronomy, Johns Hopkins University. Cloth, I2mo, 240 pp., illus- 
trated. Trice, $1.00. 

'THVO objects have been kept in view in 
* preparing this book. One is to con- 
dense the most important facts and laws of 
the science within so small a compass that it 
shall not make a serious addition to the cur- 
riculum of the high school or college. The 
other is to so present the subject that as little 
formal mathematics as possible shall be neces- 
sary to its mastery. Consequently the book 
is particularly interesting to the general 
reader. For a thorough understanding of its 
principles there are essential only those con- 
ceptions of motion and form which one may derive from every-day 
observation and the understanding of a few elementary definitions 
in geometry and physics. 

Newcomb's Popular Astronomy 

School edition. By Simon Newcomb, LL.D,, formerly Professor of 
Mathematics and Astronomy, Johns Hopkins University. Cloth, Svo, 
xviii + 578 pp., with maps and illustrations. Price, $1,30. 

Steele's Popular Astronomy 




ing a new descriptive 


stronomy by Jo 


evised and brought dow 


n to date by M 


mo, 349 PP-. fully illustW 


ted. Price, $1.0 



In this revision all the highly desirable features of the original work 
have been preserved, the necessary changes and additions being due 
to the rapid advance of practical and physical astronomy during the 
past few years. The list of questions for class use has been modified 
to suit present conditions, as has the list of interesting telescopic 
objects ; the system of star maps has been retained. 
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Todd's New Astronomy 




By David P. Todd, M.A:. Ph.D., Professor of Astronomy and Director 
of the Observatory, Amherst College. Cloth, laroo, 480 pp., with illus- 
trations and colored plates. Price, $1.30. 

TN this work for high schools, academies, 
* and colleges, astronomy is presented 
as preeminently a science of observation. 
More of thinking than of memorizing is re- 
quired in its study, and greater emphasis is 
laid on the physical aspects of the science 
than on the mathematical. As in physics 
and chemistry, the fundamental principles 
are connected with tangible, familiar ob- 
jects, and the student is shown how he can 
readily make apparatus to illustrate them. 
In order to secure the fullest educational 
value, astronomy is presented here, not as a mere sequence of isolated 
and imperfectly connected facts, but as an inter-related series of 
philosophic principles. The illustrations and plates are particular!]! 
noteworthy. 

I have read Todd's New Astronomy 
with a great deal of pleasure, and think 
it is one of the best text-books on the 
subject ever issued. — Charles Lane 
Poor, Professor of Astronomy, Johns 
Hopkins University. 

I am greatly pleased with Professor 
Todd's New Astronomy. The idea is 
right, the illustrations arcapt, and the 
explanations clear. I have endeav- 
ored for some time to briiij; laboratory 
methods into my teaching of element- 
ary courses, and anticipate much help 
from this book, — SlUNKY I). ToffX- 
LEV, Instructor in Astronomy, Uni- 
versity of Michigan, 

I am much pleased with Todd's New 
Astronomy. In the excellence and 
variety of its illustrations, I believe it 



easily surpasses any other book on the 
subject. It will lead teachers to a 
more pedagogical method of present- 
ing the subject and encourage students 
to observe for themselves. I have de- 
cided to adopt it for use in our junior 
class work. — Forest Rav Moulton. 
Assistant in Astronomy, University of 

I am charmed with Professor Todd's 
masterly presentalion of the subject, 
I have no doubt that the book will be- 
come very popular with beginners, as 
by its aid they will experience little or 
no difficultv in acquiring a clear in- 
sight into 'some of the more dtfficalt 
problems of astronomy. — ArsUN 0. 
Leiisc'unkr, Assistant Professor ol 
Astronomy, University of Califor 
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Ames's Theory of Physics 

By Joseph S. Ames, Ph.D., Professor of Physics and Sub-Director of the 
Physical Laboratory, JohnS Hopkins University. Cloth, 8vo, xviii + 513 
pp., with figures and diagrams. Price, $1.60. 

A CONDENSED statement of the experimental 
"^ facts on which the science of physics is based, A .. K 




together with the accepted theories which correlate 
or explain them. The book is designed for those 
students who have had no previous training in phys- 
ics, or at the most only an elementary course, and is 
adapted to junior classes in colleges and technical 
schools. In the arrangement of the work the 
author has constantly had in mind the needs of the 
student, and has tried to treat the subject in the way 
in which it would be clearest for him. The con- JOSEI H s * AMES 

nections between different phenomena are clearly shown, and the 
general laws of nature are reduced to as small a number as possible, 
fo spite of the close connection between the various sections, the 
subject is divided in such a way that it need not be considered in 
on e continuous course. As presented here, it may easily be studied 

• 

m a course lasting an academic year. 

Thoroughly scientific in its treat- twice as rapid as it was from the books 

men t, and gives the student what is we formerly used. Have also a small 

conspicuously absent in certain well- class using the Laboratory Manual, and 

known text-books on the subject, viz., it is quite as satisfactory as the Theory. 

an excellent perspective of the very — J. II. Cloud, Northern Indiana 

pensive phenomena of physics. — Normal School, Valparaiso, Ind. 

f R RDERic E. Beach, Assistant Pro- ^ . . , ^ t , . 

'essor of Physics, Yale University. t , Far ?? d f wav u the £ s * text-book on 

J J the subject with which we are ac- 

I have a very high opinion both of quainted. — Horace Snyder, Instruc- 
ts book and the reasons given for pre- tor in Physics, Northwestern Uni- 
Paring it. — A. E. Dolbear, Professor versity. 

of Physics, Tufts College. T . , , , 

J ' & Its clearness and exactness are ad- 

I have more than one hundred stu- mirable. — E. P. Lewis, Assistant Pro- 
dents studying Ames's Theory of Phys- fessor of Physics, University of Cali- 
ics, and their progress is more than fornia. 



Ames and Bliss's Manual of Experiments in 
Physics 

Laboratory instruction for college classes. By Joseph S. Ames, Ph. D., 
Professor of Physics, Johns Hopkins University, and William J. A. BLISS, 
Ph.D., Associate in Physics, Johns Hopkins University. Cloth, 8to.it 
+ 544 pp., with figures and liiagrams. Price, ji. So. 

TN this series of one hundred quantitative 
■*■ experiments everything is included 
that is desirable for a college course, and 
the hook is neither so brief as to withhold 
from the student a proper guidance nor so 
unnecessarily extended as to lead to con- 
fusion. The work contains the general 
theory of the physical laws involved in each 
experiment, a full description of the ma- 
nipulation, a discussion of the difficulties 
lo be met, and a number of questions and 
suggestions as to the bearing and impor- 
Numerous tables of physical constants and 
luding logarithms, are also added, 
lished u 




tance of the experiment 
ical quantities, in< 



Wri 



.villi that clearness and pre- hnished until its mental grasp i 

cision which are characteristic of its plete. It is superior in this respect lo 

authors. I am confident that the book any book wilh which I am acquainted. 

will be of jtrvM service lo teachers and —J. F. Merrill, Professor of Physic* 

students in ike pjusiial laboratory.— and Physical Chemistry, University of 

II. ('. Josks, Associate iii Physical Utah. 
Chemistry, Johns Hopkins University. 

I am glad that Professor Ames has 

Every page of it impresses the stu- given us in this form the results of lis 

dent with tin: fail thai physical lahora- very successful laboratory esperitnee. 

tory work is intellectual as well as ma- — Hksry LbfaVOUR, Professor of 

tiipnlative, and (hat no experiment is Physics, Williams College, 



Appletons' School Physics 



Embracing the results of the 



it researches in the several den 



of n 

(Literary Editor}, Professor of Rhetoric, Columbia College; AlfUD 
M. Haver, Ph.D.. Professor of Phvsics. Stevens Institute of Technology; 
Silas W. IIoi.mas, S.li., Associate Professor of Physics, Massachusetts 
Institute of Technology; Francis E. Nii-iikk, A.M., Professor of Phys- 
ics. Washington University ; Francis I!. Crocker, E.M., Instructor i» 
Electrical Enginecrin;;, Schnol of Mines, Columbia College. Cloth, 
ismo, \ii + 544 pp., illustrated. Tnw.V.W' 
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A PPLETONS' School Physics is an excellent example of a text 
■** prepared by a number of acknowledged experts under com- 
petent literary editorship. While each division of the subject is 
adequately treated, the important departments of magnetism and 
electricity are accorded unusual space. Recognizing that we are an 
industrial people, the authors make adequate provision for the proper 
teaching of industrial topics. Precedence throughout is given to the 
practical. The steam engine, the electric motor, the telephone, and 
the telegraph receive special attention. In point of number and 
quality of its illustrations the book has unusual merit. 

Cooley's Elements of Natural Philosophy 

For common and high schools. Revised edition. By Lk Roy C. COOLEY, 
Ph.D., Professor of Physics, Vassar College. Cloth, l2mo, 246 pp., with 
figures and diagrams. Price, $0.72. 

The aim of this little book is to present the most elementary facts 
of natural philosophy in a simple and entertaining manner, and to 
exercise the child constantly in observing phenomena. By means 
of easy experiments he is taught to draw inferences from what he 
observes and to gain knowledge for himself. 

Cooley's New Text-Book of Physics 

By Le Roy C. Cooley, Ph.D., Professor of Physics', 
Vassar College. Half leather, i2mo, x + 317 pp., with 
figures and diagrams. Price, $0.90. 

*"pHE chief characteristic which distinguishes this 
*■ book is the prominence given to the principle 
of energy. The first three chapters, treating of mat- 
ter and motion, abundantly prepare the student for 
the study of energy in the fourth ; while in the remain- 
ing chapters he is able to trace the exhibition of 
energy as seen in the phenomena of sound, heat, 
light, electricity, and machinery. 

Cooley's Student's Manual of Physics 

For the study room and laboratory. 
Professor of Physics, Vassar College. 
Price fi.oo. 
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TN Cooley's Student's Manual of Physics oral instruction, text-book 
-■* study, and laboratory practice are coordinated. The work, how- 
ever, differs from many other elementary text-books in this respect : 
it contains much less descriptive material for purely illustrative work 
and much more of that which is necessary for systematic and success- 
ful quantitative study. In the distribution of topics and in the 
methods pursued the author is in accord with the Report of the 
Committee of Ten. 

Knowing Professor Cooley's ability t ion of text and laboratory work judi- 
as a teacher, I was quite prepared to cious. The apparatus described is 
find the book what it turns out to be — such as is within the reach of nearly 
an excellent manual for elementary in- all schools, and where it cannot be ob- 
struction both in general method and tained, the illustrations are such as to 
in clearness of statement. — Georgk F. help the student to a good compre- 
Bakkkr, Professor of Physics, Uni- hension of the subject. — A. A. Wat- 
versity of Pennsylvania. ers, Professor of Physics and Biology, 

Illinois Wesleyan University, Bloom- 

I think Cooley's Manual of Physics ington, 111. 
the best work for teaching elementary 

physics to high school pupils that I As a combination of text and labor- 
have seen. — F. P. IIuESTKi), Teacher atory manual it is one of the best I 
of Chemistry and Botany, High School, have examined. The text is clear, 
Albany, N. V. comprehensive, and up to date. The 

experiments are well selected and are 

I have gone over Cooley's Student's more than sufficient for a thorough 
Manual of Physics quite carefully, and course in laboratory work. — Herbert 
am pleased to add a word of testimony M. Page, Instructor in Physics, Man- 
to its merits. The arrangement of the ual Training High School, Kansas 
subject-matter is logical ; thecombina- City, Mo. 

Hammers Observation Blanks in Physics 

Air, liquids, heat. Py William C. A. Hammel, Professor of Physics, 
Maryland State Normal School. Leatherette, small 4to, 42 pp., illustrated. 
Price, $0.30. 

A NOTE-BOOK for students. All the apparatus required is 
*** shown by suitable illustrations ; clear and definite directions 
are given for performing each experiment ; and blank spaces are 
provided in which the student should write his observations and infer- 
ences. The book when completed forms a permanent record of the 
student's laboratory work. 

T have seen several attempts to as- study of physics, but I have never seen 
sist the work of pupils engaged in the anything which promises to be of such 
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practical assistance as this book. — of guiding students to make careful 
William T. Harris, United States observations ; and I know of no system 
Commissioner of Education. that even approaches in excellence 

Hammers Observation Blanks. — J. S. 
There is nothing more needed in ele- Ames, Professor of Physics, Johns 
mentary instruction than some means Hopkins University. 

Harrington's Physics for Grammar Schools 

By Charles L. Harrington, M.A., Head Master of Dr. J. Sachs's 
School for Boys, New York City. Flexible cloth, i2mo, 123 pp., illus- 
trated. Price, $0.50. 

\ LTHOUGH sufficiently elementary for grammar schools, this 
**** book follows the methods indicated in the requirements for 
admission to the leading colleges. It considers subjects which are 
full of interest ; it compels the student to do work, to observe care- 
fully, and to write an accurate account of his observations. 

Harrington's Physics is admirably Physics. There has been a constantly 
adapted to its purpose, and calculated increasing interest in the subject, and 
to develop the faculty of observation the results have been in every way 
and the habit of clear, concise reasoning satisfactory. — II . D. Pettit, Head- 
on the part of the students. It is the master, The Lawrence (N. Y.) School, 
lcind of a book that should be intro- 
duced into all elementary schools where Mr. Harrington has done a piece of 
sny attempt is made to teach physics, work of permanent value. The sub- 
■ — Reginald Gordon, Instructor in ject-matter and illustrations are well 
Physics, Columbia University. selected. I hope to be able to test it 

this year with our pupils. — Richard 

We are now in the second half year of G. Boone, President, State Normal 

our course with a class in Harrington's School, Ypsiianti, Mich. 

Hoadley's Brief Course in General Physics 

Experimental and applied. By George A. Hoadley, 
A.M., C.E., Professor of Physics, Swarthmore College. 
Cloth, 1 2 mo, 463 pp., illustrated. Price, $1.20. 

TN this book, covering a reasonable amount of work 
for an academic year, the subject is presented 
logically and with due prominence to each division. 
Particular stress, however, is laid upon the mechani- 
cal principles which underlie the whole, upon the 
curve as the only universal scientific method of ex- 
pressing the results of an experiment, and upon the 
measurement of electrical quantities and the applica- qcayay. k. uo>kx>\x: 
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tion of the electrical current. The illustrative experiments and 
laboratory work introduced throughout the text can be performed 
with comparatively simple apparatus. The main classifications of 
the book are : Physical Forces and Units, The Properties of Matter, 
The Mechanics of Solids, Liquids, Gases, Sound, Heat, Magnetism, 
Electricity, and Light. • Additional laboratory work is included in the 
appendix, together with formulas and tables. The work covers the 
requirements for entrance to all the colleges. 

I consider Hoadley's Brief Course The clear, concise presentation, the 

in Physics one of the best of the nu- excellent drawings, the well chosen 

merous works on this subject bidding laboratory exercises, and the carefully 

for recognition in elementary classes, selected problems make the book 

— C. B. Ridgeway, Professor of worthy of a place beside our best ele- 

Physics and Mathematics, University mentary text-books in physical science, 

of Wyoming. — Frederick H. Getman, Instructor 

in Physics, Stamford (Ct.) High School. 

Hoadley's Physics pleases me. It 
is a logical treatment of the subject, This new text seems to meet the 
and the proportion in which different Harvard requirements better than any 
subjects are taught is such that none other year's course with which I am 
are slighted at the expense of others, acquainted. The arrangement of mat- 
It is neither too simple nor too ab- ter, the method of treating the subject, 
struse for high school pupils, and the the examples and the experiments are 
language of the author and his pres- excellent, and the type and press work 
entation of the subject are unusually of the book are good. The book is ex- 
clear. There are many devices for actly what I have been looking for for 
teaching and suggestions for apparatus some time, and already in class workmy 
that are especially good. — Frederick good impressions have been confirmed. 
L. Holtz, Instructor in Physics, — Charles C. Hoff, Instructor in 
State Normal School, Mankato, Minn. Science, Morristown (N. J.) School. 

Peck's Ganot's Natural Philosophy 

For the use of high schools and academies. Edited from Ganot's Popul af 
Physics by W. G. Peck, LL.D., Professor of Mathematics and Astronomy* 
Columbia College. Revised by L. S. Burbank, A.M., late Principal' 
Warren Academy, Woburn, Mass., and J. I. Hanson, A.M., Principal. 
High School, Woburn, Mass. Cloth, i2mo, ix + 530 pp., illustrated- 
Price, $1.20. 

Rowland and Ames's Elements of Physics 

By Henry A. Rowland, Ph.D., LL.D., Professor of Physics and Direct^ 

of the Physical Laboratory, Johns Hopkins University, and JosepH^j 

AMES, Ph.D., Professor of Physics and Sub-Director of the Phy 810 * 1 

Moratory, Johns Hopkins University. Cloth, l2mo, xiii + 263 PP** 

fitted. Price, $1.00. 
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INASMUCH as the experiments and laboratory 
■*■ work in physics can be done only after the 
general principles and fundamental laws have been 
learned, the authors of Elements of Physics have 
considered the text of first importance. The book 
is consequently divided into two parts — the first 
containing a reliable text with attractive explanatory 
illustrations; the second being devoted to lecture 
demonstrations by the instructor, laboratory experi- 
ments, and a sufficient number of excellent problems. 
In this way the two are kept entirely distinct, and the 
book made more valuable for reference and review. 
Particular emphasis is laid upon the illustration of the most important 
laws. Following the introduction, Part I. treats of Mechanics, Prop- 
erties pf Matter, Sound, Heat, Magnetism, Electricity, and Light 
The course can be covered in one school year. 

Professors Rowland and Ames have malter treated, and the logical way 01 

certainly prepared the Elements of handling it, together with good draw- 

Physics from the correct theory, as ings, constitute the virtue of 1/k book, 

they have wisely omitted laboratory — (J. K. Kimi'Mis, Instructor in I'jiys- 

exercises and descriptions of experi- ics, Central High School, Washington, 

tnents and apparatus. A text-book of I). C. 
physics should present the laws, theory, 

and phenomena of the subject ill a Rowland and Ames's Elements of 

clear and connected manner, without Physics is an excellent book, and a 

diverting the mind of the. slndcnl from thoroughly ; ' "'' 

the line in which his mind should move the subjec 
to the conclusion he is expected t 

reach. Such a work these author. 

nave produced. Such a book is a boon sorof Physics, University of Wis. 
to the student who peruses it.— W. C. 

PecxHAM, Professor of Physics, Add- Rowland and Ames's Elements of 
phi College. Physics is sound, the English is clear, 
and the pedagogy good. The book 
I think Rowland and Ames's Ele- certainly deserves a wide sale— Hkmiv 
"Wntsof Physics is the best text yet Ckew, Professor of Physics, North- 
produced on elementary physics. The western University. 

Steele's Manual of Science for Teachers 

Containing answers In the political questions and problems in the author's 
scientific text-books. Revised edition. By Joel Dorman Steele, 
Ph.D. Cloth, tamo, 206 pp. Price, $1.00. 



Steele's Popular Physics 



^^^ 'T'HIS book, like the other volumes of Steele's 

i^^^^ ■*■ Science Series, has attained an extraordi- 

'» a B nary degree of popularity because of the author's 

ftr\ **J attractive style, his great skill in the selection of 

material, and his sympathetic spirit toward both 

^■1 teachers and pupils. In its revised form, while 

V&wihAw&% each chapter has received some alteration and 

slight enlargement, nothing has been done to 

modify the style or general character of the work. 

3el dorm an sTKKLK ' ne current 'y accepted facts and theories of the 

science in its present state are stated simply, 

yet comprehensively. 

Stewart's Physics 

(See Science Pkimkrs,) 
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Armstrong and Norton's Laboratory Manual 
of Chemistry 

By James E. Armstrong, I'rit 
and James H. Norton-, 1'rinc 
Cloth, 8vo, 14S pp., illustrated. 

'T'HIS manual of over one hundred and sixty experiments aims 
*• to develop the true spirit of investigation and to present the 
fundamental principles of chemistry with which the student should 
be familiar. It can be completed within a school year, and should 
be accompanied by some good text-book. The left-hand page of 
the book contains the experiments, while the right-hand page is 
blank, and designed for the notes taken by the student in his work. 

It will prove a valuable aid to young capital little book.— J. S. SCHICK, 
experimenters in chemistry. . . , Professor of Chemistry and Hygiene, 
I commend the authors (or making a Princeton University. 
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The plan of the book is good, and I I have examined Armstrong and 

should be glad if every student entering Norton's Laboratory Manual with great 

my laboratory could have performed pleasure, and have no doubt, if used 

thoroughly and intelligently all the ex- as the authors direct, valuable progress 

periments described. — G. C. Cald- will be made in the study of chemis- 

well, Professor of Chemistry, Cornell try. — H. W. Chute, Instructor, Physi- 

University. cal Sciences, University of Michigan. 

Clarke's Elements of Chemistry 

By F. W. Clarke, Chemist of the United States Geological Survey. 
Cloth, i2mo, x + 369 pp., illustrated. Price, $1.20. 

*TVHE continued success of this book has proved its suitability, 
•** not only for the class room, but for the individual student. In 
its preparation the aim is to present, as a rule, experimental evidence 
first and theoretical discussions afterward. The experiments, over 
one hundred in number, are of the simplest character, and can be 
easily performed by the student with apparatus of his own construc- 
tion. At the end of the book are questions and exercises, which, 
although not exhaustive, afford valuable suggestions to both teacher 
and pupil in their work. 

Cooley's Laboratory Studies in Elementary 
Chemistry 

By Le Roy C. Cooley, Ph.D., Professor of Physics and Chemistry, 
Vassar College. Cloth, i2mo, 144 pp., illustrated. Price, $0.50. 

A SERIES of one hundred and fifty experiments arranged for use 
**** in conjunction with a text-book or a course of lectures. The 
experiments are ail simple and inexpensive, and are designed each 
to illustrate some fundamental principle of the science. A number 
of reactions are considered in their application to qualitative analysis. 

It seems to me an excellent little 
manual, and one which ought to find 
wide use, especially in secondary 
schools. The experiments are well 
chosen to illustrate the elementary 
principles of chemical science, and the 
directions are clear and practical. — 
W. O. Atwater, Professor of Chem- 
istry, Wesleyan University. 



This work is admirably adapted to 
bring out the ability of the bright 
pupil to draw inferences from his ob- 
servations no less than to develop 
habits of correctness and accuracy on 
the part of those naturally less logical 
in their methods. — Lauren M. San- 
born, Department of Sciences., Gat- 
diner (Me.) \Y\g\v ScYvooX. 
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Cooley's New Elementary Chemistry 

For beginners. By Le Roy C. Cooley, Ph.D., Professor of Physics 
and Chemistry, Vassar College. Cloth, l2mo, 300 pp., illustrated. Price, 
$0.72. 

*T*HIS is designed for use both as a text-book and as a laboratory 
■*• manual. The fundamental facts and principles of chemistry 
have been judiciously selected and arranged in connection with over 
one hundred and ninety experiments suitable for the use of the begin- 
ner. These experiments are simple and inexpensive, and described 
in minute detail, although in general the fundamental phenomena 
are left to the student to discover. 

Cooley 's New Text- Book of Chemistry 

For use in high schools and academies. By I,E Roy C. Cooley, Ph.D., 
Professor of Physics and Chemistry, Vassar College. Half leather,. i2mo, 
viii + 303 pp., illustrated. Price, $0.90. 

A TEXT- BOOK of chemistry, suitable for high schools and acad- 
**•** emies. The author has aimed to give a clear and concise 
treatment of the fundamental principles of the science ; to present 
the study in a thoroughly logical and systematic order ; to make the 
work represent modern theories ; and to make the experimental 
method sufficiently prominent. Besides those described in the text, 
there are included in the appendix, for the teacher's demonstration, 
one hundred and thirty experiments which are simple and appropriate. 

Irish's Qualitative Analysis for Secondary 
Schools 

By Cyrus W. Irish, A. IS., Head Master, Lowell (Mass.) High School. 
Cloth, i2mo, 100 pp. Price, $0.50. 

A LTHOUGH simple, this book provides a course of study ade- 
**** quate for secondary schools, and is adapted to the latter half 
of a one year course in chemistry. Methods of basic analysis in the 
presence of phosphates and oxalates have been omitted, as have also 
all obscure and complicated reactions. The separation of the mem- 
bers of the iron group has been greatly shortened and simplified by 
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the introduction of hydrogen peroxide to oxidize the chromium to the 
acid state. 



It appears to me to be very well 
adapted to its purposes as a guide in 
preparatory schools, being clear, con- 
cise, and sufficiently comprehensive. 
It ought to meet with good results. — 
II. B. Cornwall, Head Professor of 
the Department of Applied Chemis- 
try, Princeton University. 

I consider it well adapted to the use 
for which it is designed. I like es- 
pecially its simplicity, and the notes 
and suggestions which, by the expla- 
nation of the tabulations, remove some 
of the objections to tabulations. The 
questions are also suggestive. — Vic- 
tor Bassett, Assistant in Chemistry, 
University of Wisconsin. 



A most excellent work on elementary 
chemistry. I note especially that the 
grouping of the metals, their separa- 
tion and characteristic reactions are 
treated in a simple yet comprehensive 
manner. The practical questions are 
well chosen, and will tend to cultivate 
the habit of research. — O. M. Waring, 
Principal, Summer High School, St. 
Louis. 

I find it well adapted to high school 
work. The author evidently under- 
stands the limitations of secondary 
schools, and has prepared his book 
accordingly. — W. A. Brownell, De- 
partment of Natural Science, Syracuse 
(N. Y.) High School. 



Reiser's Laboratory- Work in Chemistry 

A series of experiments in general inorganic chemistry. By Edward 
H. Keiser, Professor of Chemistry, Bryn Mawr College. Cloth, i2mo, 
viii +119 pp. Price, $0.50. 

\ COLLECTION of over two hundred and sixty experiments 
**** arranged to supplement and facilitate the work of students 
who are attending a course of lectures or recitations on general chem- 
istry. There are included, in addition, laboratory demonstrations for 
the instructor which are too important to be omitted, yet too diffi- 
cult and expensive to be performed by the student. 



I consider it one of the best books of 
its kind and scope. — F. A. Goocn, Pro- 
fessor of Chemistry, Yale University. 

I heartily commend it as a laboratory 
manual for beginners. The experi- 
ments are well selected ; the apparatus 
required is such as may be easily con- 
structed, even in those cases where 
quantitative results are sought ; and, al- 
together, teachers will find it to be an 
excellent work for laboratory instruc- 
tion. — W. W. Daniels, Professor of 
Chemistry, University of Wisconsin. 



It easily takes its place among the 
best laboratory manuals for beginning 
students. — Geor«e M. Richardson, 
Professor of Organic Chemistry, Stan- 
ford University. 

The author lets the student do some 
thinking for himself. The directions 
for the performance of the experiments 
are clear and concise, and there is not 
more work laid out than a student of 
ordinary capacity can successfully ac- 
complish. — E. U.S. Bailky, Professor 
of Chemistry, UtvwtTS\Vj ol ¥Laftsa&. 
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Qualitative Chemical Analysis of Inorganic 
Substances 

Cloth, oblong 8vo, 61 pp. Price, $1.50. 

A series of analytical tables as used in Georgetown College, D. C, 
which are supplemented by such explanatory and descriptive notes 
and working directions as experience has shown to be indispensable 
in such a course. 

Roscoe's Chemistry 

(See Science Primers.) 

Steele's Manual of Science for Teachers 

(See Physics.) 

Steele's Popular Chemistry 

By Jokl Dorman Steele, Ph.D., F/G.S. Cloth, i2mo, xvi + 327 pp., 
illustrated. Price, $1.00. 

*T*HE first work of this popular series was on chemistry, and its 
-** immediate and phenomenal success led to its republication in 
larger form and to the preparation of the other texts of the series. 
The present volume contains the essential features of the original 
work, and has been recently and thoroughly revised. 

Stoddard's Outline of Qualitative Analysis 

For beginners. By John F. Stoddard. Fh.1)., Prof essor of Chemistry, 
Smith College. Revised edition. Cloth, i6mo. iv + 60 pages. Price, $0. 75. 

S the title denotes, this is an outline, clear, concise, and simple. 
The student is expected to fill it in, to make all the reactions, 
and to express them as far as possible in written equations. Such a 
method gives him an intelligent grasp of the subject and helps him 
to l>ei ome more than a mere analytical machine. 

After careful examination we have Of the many introductions to quali- 

decided to use it for some students, taiive analysis I consider it the best, 

particularly for those who have not the — Ira Rkmsf.n. Professor of Chem- 

timc to follow more thorough courses, istry, Johns Hopkins University. 
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It is a most excellent publication. I like Stoddard's Outline of Quali- 

I am exceedingly pleased with the talive Analysis exceedingly, and shall 

book, and my students are delighted recommend it to students who can only 

with it.— E. F. Smith, Professor of take a short course.— N. T. Lupton, 

Chemistry, University of Penn';yl- Professor of Chemistry, Vanderbilt 

vania. University. 



Storer and Lindsay's Elementary Manual of 
Chemistry 

A revision and rewriting of Professor \V. R. Nichols's abridgment of 
p Eliot and Storer's Manual. By F. H. Storer, Professor of Agricultural 
Chemistry, Harvard University, and W. li. LINDSAY, Professor of General 
and Analytical Chemistry, Dickinson College. Cloth, i2mo, 453 pp., il- 
lustrated. Price, $1.20. 

'TT'HIS book .has been pre- 
■*■ cilitate the study of 
by the experimental and in- 
method. Besides the text, 
over two hundred and fifty 
simple experiments which en- 
able the student to acquaint 
himself with the main facts 
and principles of the science 
in much the same way as that 
by which they were first estab- 
lished. For teachers who are 
not professional chemists the 
are of great assistance. The book represents no 
special theory- or particular system of nomencla- 
ture or of notation, but within its limits it ex- 
hibits the present state of the science and its practical applications. 

The book is the standard work in ommended.— If. C. Wells, Professor 
elementary chemistry from a teaching of Analylinil ('lii-inistry, Shellidd Si:i- 
st atidpuint. It commends itself on at- entilic School, Vide University. 
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: is a good book. 1 like its arrange- 
it very much. It is not too volumi- 
s, and I consider l\\a\. an aA6!v\ov.A 
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good feature. It is up to date, and I* Professor of Chemistry, Vanderbilt 

believe will win many friends for University, 
itself. — Edgar F. Smith, Professor of 

Chemistry, University of Pennsylvania. I regard Storer and Lindsay's Chem- 
istry as by all means the best book on 

It is well known to me in the older chemistry, of its size, with which I am 

editions. This edition is fresh and familiar. We have used it here in our 

new. The experimental and indue- short summer course, and have found 

tive method of the work is an ex- it to give the student better insight 

cellent feature. I know of no better than all others which we have tried.— 

text-book of its scope among all that Frank S. Kedzie, Professor of Chem- 

are published. — James M. Safford, istry, Michigan Agricultural College. 
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Apgars' New Plant Analysis 

Adapted to all botanies. By E. A. and A. C. Apgar. Cloth, 4to, 128 
pp. Price, $0.55. 

*T*HIS book of schedule forms contains many new features, includ- 
■*• ing a vocabulary sufficiently full for the description of speci- 
mens from all the orders of flowering plants. Exercises in drawing, 
regarded as of the highest importance in promoting careful botanical 
work, are provided for by the reservation of space on each page 
assigned for description. The analytical arrangement of botanical 
terms contains small illustrations of the parts defined, and the speci- 
men pages show how the work is to be done. 

Apgar's Trees of the Northern United States 

Their study, description, and determination, for the use of schools and pri- 
vate students. By Austin C. Apgar, Professor of Botany, New Jersey 
State Normal School. Cloth, i2mo, 224 pp., illustrated. Price, $1.00. 

A LTHOUGH this book furnishes a complete key to the trees, 
**** wild and cultivated, found east of the Rocky Mountains and 
north of the southern boundary of Virginia and Missouri, yet it 
also includes many species found in the Southern and Pacific Coast 
States. To the student and general reader the book has a distinct 
value in that, without presupposing scientific instruction, it treats d 
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Tee life as it may be studied at all seasons and in all localities. The 
diagrams, keys, and illustrations are of special value. 

I am very much pleased with the With the unusually abundant illustra- 

book, and think it well calculated to tions which accompany the text, Mr. 

occupy a useful place in our schools Apgar has succeeded in compressing 

and households. I like the author's a great deal of information into a 

method of treating his subject, his sim- small compass, and in such a way as 

plicity and clearness in presenting those to make the study of trees a pleasure 

features and characteristics of trees to young and old. I should be glad 

which may be studied throughout the to see this book introduced into all our 

year, and his refraining from burdening schools. — N. H. Egleston, Forestry 

the young mind by dwelling upon the Division, United States Agricultural 

intricate subject of floral distinctions. Department. 

Chapman's Flora of the Southern United 
States 

Containing an abridged description of the flowering plants and ferns of 
Tennessee, North and South Carolina, Georgia, Alabama, Mississippi, and 
Florida. Arranged according to the natural system. By A. W. Chap- 
man, M.D., LL.D. Revised edition. Cloth, 8vo, xl + 655 pp. Price, 
$4.00. 

I? OR the flora of the Southern States this standard work forms a 
volume arranged upon the same plan as Gray's Manual for 
the flora of the Eastern States, or Coulter's Manual for that of the 
Rocky Mountain Region. It is well-nigh exhaustive, and because the 
°nly popular Southern flora extant, it is indispensable to the student. 
In its present revised edition, the work has in part been rewritten 
*nd abbreviated, in order to allow the insertion of new additional 
flatter and still preserve the convenient size of the book. 

Clark's Laboratory Manual in Practical 
Botany 

By Charles H. Clark, A.M., D.Sc, Principal, Windsor Hall School. 
Cloth, i2mo, 271 pp., illustrated. Price, $0.96. 

A LABORATORY manual in which the development of plant life 
**• is followed systematically, beginning with the lowest forms. 
Although containing many other important features, the leading 
)bject is to give the life histories of the plants, their modes of 
^production, their ways of life, the alternation of generations, and 
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the manner in which they convert the inorganic materials into forms 
useful to man and animals. References are given to leading works 
on each subject. The book is intended for use in secondary schools 
and for elementary and introductory courses in college. 

Clark's Laboratory Manual in Prac- It is admirable — the best work of its 
tical Botany is one of the best I have kind I have ever seen. It represents 
ever seen. It combines description, a high grade of work, and for the upper 
structures, and physiology in a way classes in secondary schools or be- 
that is very helpful. I shall recom- ginners in college work, and certainly 
mend it whenever I can. — Porter for teachers, it is invaluable. — Henri- 
Graves, Teacher of Botany, Central ett a E. Hooker, Professor of Botany, 
High School, Kansas City. Mt. Holyoke College. 

Coulter's Manual of Rocky Mountain Botany 

From New Mexico to the British boundary. By John M. Coulter, Ph.D., 
Professor of Botany, Wabash College. Cloth, 8vo, xvi + 453 pp. Price, 
$1.62. 

"r?OR the plants of its locality this book is what Gray's Manual of 
-*• Botany is for the plants of the Northeastern States — the stand- 
ard authority. Its scope embraces Colorado, Wyoming, Montana, 
and the western part of the Dakotas, Nebraska, and Kansas. The 
description also includes the greater part of the contiguous floras of 
Idaho, eastern Utah, Oklahoma, northwestern Texas, and northern 
New Mexico and Arizona. 

This book is much wanted, and will which is now provided for them, will 

be of great use — first, to the botanists be all the more natural and convenient 

of this new-settled, but not populous, for being conducted, as it is, on the 

region, and to the many tourists who lines of the familiar model both in 

now visit the mountains in the sum- substance and in typography. And 

mer ; next, to the schools and colleges we note one decided improvement in 

which are springing up in all the prin- that — the flora of the region being 

cipal places. All these scattered folk still so largely in the state of nature, 

are like sheep without a botanical shep- and the introduced weeds few — the 

herd when they get beyond the range author has kept the intruders out 

of Gray's Manual, and so it is need- of the body of his fair pages, rele- 

ful and most fitting that they should gating them to footnotes. — The Na- 

have a manual of their own. This, tion. 

Dana's Plants and Their Children 

By Mrs. William Starr Dana. Cloth, i2mo, 272 pp., illustrated. 
Price, $0.65. 

The same. Library edition. Price, $1.20. 
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iray's Botanical Text- Book 

Vol. I. Cray's Structural Botany 

Or organography on the basis of morphology, to which is added the prin- 
ciples of taxonomy and phytography, and a glossary of botanical terms. 
By Asa Gray, LL.D., late Professor of Natural History, Harvard Uni- 
versity. Cloth, 8vo, xii + 442 pp., illustrated. Trice, $2.00. 

TPHE present treatise forms one of a series which presents a com- 
•*■ prehensive and thorough system of instruction for advanced 
classes. Devoted exclusively to the structure and morphology of 
phaenogamous plants, it will thoroughly equip the botanist for the 
scientific prosecution of systematic botany, and furnish needful pre- 
paration to those who proceed to the study of vegetable physiology 
and anatomy. The form and development of the embryo, the 
structure of the organs of the plant in vegetation, the leaf arrange- 
ment and the inflorescence, the flower, the fruit, and the seed — all 
these subjects are in turn considered, with full discussion and clear 
description, each point being strongly impressed on the mind of the 
student by illustration. 

Vol. II. Goodale's Physiological Botany. 

Part I. Outline of the histology of phaenogamous plants. T*art IT. Vege- 
table physiology. By George Lincoln Goodai.e, A.M., M.D., Professor 
of Botany, Harvard University. Cloth, 8vo, xxi + 499 + 36 pp., illus- 
trated. Price, $2.00. 

'T'HIS volume is devoted to a consideration of the microscopic 
structure, the development, and the functions of flowering 
plants; that is, to their vegetable histology, organogeny, and physi- 
ology. The technique of vegetable histology requires special treat- 
ment, and, therefore, considerable space has been devoted to its ap- 
pliances and methods. This has been supplemented by a series of 
practical exercises, which the student is urged to perform in the order 
designated. For convenience in organogeny, the study of the de- 
velopment of each organ of • the plant is made to precede the ex- 
amination of its mature state. The experimental vegetable physi- 
ology presents little difficulty to one who has worked systematically 
in a physical and chemical laboratory, but for those whose experience 
in this direction has been slight, a series of practical exercises has 
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been added. The appliances required for these examples are simple 
and inexpensive. 

Gray's Field, Forest, and Garden Botany 

A simple introduction to the common plants of the United States east 
of the tooth meridian, both wild and cultivated. By Asa GRAY, LL.D., 
late I'rofessor of Natural History, Harvard University. Revised and 
extended by ],. H. Bah.KY, M.Sc, Professor of Horticulture, Cornell 
University. Cloth, 8vo, 519 pp. Price, $1.44. 

A COMPANION to the Manual, this standard 
■**- text furnishes an easier introduction to the 
study of the plants of this country. In its present 
revision the original method has been preserved as 
far as is possible in meeting the requirements of a 
widening range of study and research. While il 
is an authority as a strictly scientific work, it is 
primarily a schoolbook, and confines itself in the 
main to the consideration of those plants in its ter- 
ritory which are most accessible for demonstration 
asa chay an) | raost ijk e iy t attract the attention of the be- 

ginner. He-sides its school uses the volume is for botanists, cultiva- 
tors, anil amateurs in general an accurate and practical guide to 
Ixrtanical names and to a knowledge of the structure of our common 
plants and (lowers. 

Gray's How Plants Behave 

How they move, climb, employ insects to work for them, etc. By As* 
(iKAV, I.I..D., late Professor of Natural History, Harvard UniversitJ. 

Hoards, small 4to, 4(1 pp., illustrated. Price, $0.54. 

npHK author here introduces young pupils to a familiar study of 
■*■ plants and flowers which both excites curiosity and awakens 
observation anil thought. The book may be regarded as a supple- 
ment to the author's How Plants Grow, and, while attractively written 
for elementary instruction, it is nevertheless as interesting to older 
readers. 
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Gray's How Plants Grow 

A simple introduction to structural botany, with a popular flora, or an 
arrangement and description of common plants both wild and cultivated. 
By Asa Gray, IX. D., late Professor of Natural History, Harvard Uni- 
versity. Boards, small 4to, 233 pp., illustrated. Price, $0.80. 

^PHIS little book stimulates inquiry by the simplest and most 
"* natural methods. In its lessons knowledge is conveyed with 
scientific truth and exactness, and in terms easily understood by chil- 
dren. The work is in two parts — Part First treats of the growth of 
plants, their parts and organs, their propagation, what they are for 
and what they do, and how they are classified, named, and studied ; 
Part Second contains a popular flora for beginners, a dictionary of 
technical terms, and an index to each part. 

Gray's Lessons and Manual of Botany 

Revised edition. By Asa Gray, LL.D., late Professor of Natural His- 
tory, Harvard University. Cloth, 8vo, 226 + 760 pp., illustrated with 
twenty-five plates. Price, $2.16. 

'T'HIS volume includes Gray's Lessons in Botany and Gray's 
Manual of Botany. The combined edition of these foremost 
works in botanical science, which have long maintained their pre- 
eminence, affords a double advantage and forms a complete course 
for higher classes or for general students. Although containing over 
a thousand pages, the volume is not at all cumbersome, while it gives 
increased accessibility to indispensable treasures of knowledge. 

Gray's Lessons in Botany 

The elements of botany for beginners and schools. Revised edition. By 
Asa Gray, LL.D., late Professor of Natural History, Harvard University. 
Cloth, 8vo, 226 pp., illustrated. Price, $0.94. 

Designed to supersede a former text of the same title, this volume 
is at once more comprehensive and more concise than its predeces- 
sor, and adapted for higher grades than is Gray's How Plants Grow. 
A companion and interpreter to the author's manuals and floras, it is 
intended to ground students in structural botany and in the principles 
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of vegetable life, particularly in relation to flowering plants. This 
edition has an enlarged glossary. 

Gray's Manual of Botany 

Of the Northern United States, including the district east of the" Missis- 
sippi and north of North Carolina and Tennessee. By Asa Gray, LL.1)., 
late Professor of Natural History, Harvard University. Revised and 
extended westward to the iooth meridian bv Sereno Watson, Curator of 
the Cray Herbarium, Harvard University, and John M. Coulter, Pro- 
fessor of Botany, Wabash College, assisted by specialists in certain 
groups. With twenty-five plates, illustrating the sedges, grasses, ferns, 
etc. Cloth, 8vo, 760 pp., illustrated. Price, $1.62. 

The same. Tourist's edition. Flexible leather, 121110, 760 pp., 

with plates. Price, $2.00. 

CO well known is this work and so widely used in schools and 
**-* colleges, that its title is all that is necessary to indicate its scope 
and character. It is sufficient to say that it is regarded among botan- 
ists as the leading authority. In its present edition the extension of 
the limits of the work westward to the iooth meridian connects its 
territory with that of Coulter's Manual of Botany of the Rocky Moun- 
tain Region. 

Gray's Manual is as familiar as the The history of botany in America 
plants themselves to every one who has for the past forty years has almost been 
studied the botany of the Northern the history of the life and works of 
United States for the past forty years. Asa Gray, and among the latter none 
It has undoubtedly done more than has had so great an influence as his 
any other work that has ever been pub- Manual. It is largely owing, also, to 
lished to stimulate the study of the this book that botany is to-day the 
plants of the region embraced, and Dr. most accessible of all the sciences for 
Gray will ever remain as fresh in the the people, and a constant well-spring 
memory of those who knew him as the of delight to thousands of students in- 
flowers he so faithfully described. — stead of the profession of a few special- 
Public Opinion. ists. — The Boston Post. 

Gray's School and Field Book of Botany 

Revised edition. Jiy Asa Gray, L.L.D., late Professor of Natural His- 
tory, Harvard University. Cloth, 8vo, 226 + 519 pp., illustrated. Price, 
$1.80. 

This volume consists of Gray's Lessons in Botany and Gray's Field, 
Forest, and Garden Botany, revised and bound together, forming 
a complete and popular school botany. It is adapted for begin* 
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ners and for advanced classes in all schools and colleges, and as 
9 handbook it is suited for either individual or class use in field 
study and in; the analysis of plants and flowers. The book is much 
more comprehensive than the Manual, and is intended to furnish a 
simpler introduction to the plants of this country than that work pro- 
vides. It is a grammar and dictionary of botany, and includes de- 
scriptions of the common plants of the Northern, Middle, and Southern 
States, both the native species and those of foreign origin most gen- 
erally cultivated. 

Gray and Coulter's Text- Book of Western 
Botany 

By Asa Gray, LL.D., late Professor of Natural History, Harvard Uni- 
versity, and John M. Coulter, Ph.D., Professor of Botany, Wabash 
College. Cloth, 8vo, 226 + xvi + 453 pp., illustrated. Price, $2.16. 

'T'HE two standard texts — Gray's Lessons in Botany and Coulter's 
•*■ Manual of Rocky Mountain Botany — here combined in one 
volume, are of special value to schools and colleges west of the 
Mississippi. They are no less useful to private and general students 
who wish to know the flora of the great region which this book 
covers. In botanical interest this immense section is not surpassed 
by any part of our country, and no other work meets, so fully as this, 
the requirements for its comprehensive and scientific study. 

Gray, Watson, and Robinson's Synoptical 
Flora of North America 

Vol. I., Part I., Fascicle I. 

Polypetalae from the Ranunculaceae to the Frankeniaceae. By Asa Gray, 
LL.D., late Professor of Natural History, Harvard University, and Skreno 
Watson, Ph.D., late Curator of the Gray Herbarium, Harvard Univer- 
sity. Continued and edited by Benjamin Lincoln Robinson, Ph.D., 
Curator of the Gray Herbarium, Harvard University. Paper, imperial 
8vo, ix + 209 pp. Price, $2.60. 

Vol. I., Part 1., Fascicle II. 

rolypetalae from the Caryophyllaceae to the Polygalaceae. By Asa Gray, 
LL.D., continued and edited by Benjamin Lincoln Robinson, Ph.D., 
with the collaboration of William Trel^ase, Sc,D m Dvtcsxat <A n^r. 
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Missouri Botanical Garden ; John Merle Coulter, Ph.D., Professor of 
Botany, University of Chicago ; and Liberty Hyde Bailey, M.Sc., 
Professor of Horticulture, Cornell University. Paper, imperial 8vo, 
vi + 300 pp. Price, $2.60. 

*T*HESE important monographs, prepared by the most eminent 
•*- authorities, have been subjected to careful revision and anno- 
tation, and thereby reflect the results of botanical activity in our 
country since the inception of the work by Dr. Gray, and also since 
the deaths of that great teacher and of Dr. Watson. The work is 
really representative of American botanists* and of botanical learn- 
ing and research in America from the earliest period. It is a concise 
and critical treatment of the flowering plants of North America, with 
clear descriptions, synonomy, bibliography, and geographic range of 
the species and varieties, growing without cultivation on this conti- 
nent north of Mexico ; and also contains ordinal, generic, and spe- 
cific keys to facilitate the identification of the plants included. 

Herrick's Chapters on Plant Life 

By Sophie Bledsoe Herrick. Cloth, square i6mo, 206 pp., illustrated. 
Price, $0.60. 

Hooker's Botany 

(See Science Primers.) 

Treat's Home Studies in Nature 

(See ZoOlogy.) 

Willis's Practical Flora 

For schools and colleges. By Oliver R. Willis, A.M., Ph.D., In- 
structor in Botany, Physics, and Chemistry, New York Military Academy. 
Cloth, 8vo, xvi + 349 pp., illustrated. Price, $1.50. 

Wood's Class Book of Botany 

Being outlines of the structure, physiology, and classification of plants, 
with a flora of the United States and Canada. By Alphonso Wood, 
A.M., Ph.D., late Professor of Botany, College of Pharmacy, New York. 
Half leather, 8vo, xx + 843 pp., illustrated. Price, $2.50. 
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Vood's Descriptive Botany 

Being a succinct analytical flora, including all the plants growing in the 
United States from the Atlantic Coast to the Mississippi River. By 
Alphonso Wood, A.M., Ph.D., late Professor of Botany, College of 
Pharmacy, New York. Cloth, 8vo, iv + 449 pp. Price, $1.25. 

Wood's Illustrated Plant Record 

And guide to analysis. Adapted to any American botany. Cloth, 4to, 
126 pp. Price, $0.55. 

Wood's Lessons in Botany 

For schools and academies. By Alphonso Wood, A.M., Th.D., late 
Professor of Botany, College of Pharmacy, New York. Revised and 
edited by Oliver R. Willis, A.M., Ph.D., Instructor of Natural His- 
tory, Alexander Institute. Cloth, 8vo, iv + 220 pp., illustrated. Price, 
$0.90. 

Wood's New American Botanist and Florist 

Including lessons in the structural life and growth of plants, together with 
a simple analytical flora descriptive of the native and cultivated plants 
growing in the Atlantic division of the American Union. By Alphonso 
Wood, A.M., Ph.D., late Professor of Botany, College of Pharmacy, New 
York. Revised and edited by Oliver R. Willis, A.M., Ph.D., In- 
structor of Natural History, Alexander Institute. Cloth, 8vo, vi 4- 449 
pp., illustrated. Price, $1.75. 

Wood's Object Lessons in Botany 

With flora. Prepared for beginners in academies and public schools. By 
Alphonso Wood, Ph.D. Cloth, i2mo, 346 pp., illustrated. Price, $1.00. 

^oumans's Descriptive Botany 

A practical guide to the classification of plants, with a popular flora. 
By Eliza A. Youmans. Cloth, i2mo, xxvi + 348 pp., illustrated. 
Price, $1.20. 
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Apgar's Birds of the United States East of 
the Rocky Mountains 

A manual on the identification of species in the hand or in the bush. By 
Austin C. Apgar. Cloth, i2mo, 450 pp., fully illustrated. Price, 
$2.00. 

A N illustrated handbook which aims to encourage the study of 
***' birds by making it simple and attractive, and enables any one 
to recognize our feathered songsters either in the hand or in the 
bush. Ornithological terms are briefly explained, and the descrip- 
tions, limited to those points necessary for the identification of spe- 
cies, make the book particularly adapted to field work. Two series 
of keys are introduced, one for use with birds in the hand, the other 
for identifying living species in the fields and woods. The Check 
List of North American Birds, adopted by the American Ornitholo- 
gists* Union, has been principally followed in the nomenclature and 
classification. The illustrations, drawn especially for this work, are 
remarkable for scientific accuracy and artistic execution. They in- 
clude full figures of more than three hundred species of American 
birds drawn to scale, with the scale given. 

Apgar's Birds of the United States It seems to me that just such a book 

has interested me more than all the re- should be in the hands of every teacher 

cent bird books that have come to my and pupil at all interested in nature, 

notice. Birds were long the subject In my work with teachers in their in- 

of my most delightful studies and rec- stitutes, I shall be glad to recommend 

reations ; but I had to find out how to the book heartily. — Otis W. Cald- 

find out what were the birds I was well, Assistant in Morphology, Uni- 

studying, without any such excellent versity of Chicago. 
aid as this book affords. I think the 

book by far the best of all the aids to Apgar's Birds of the United States 

beginners I have seen. With such help is by great odds the best book on our 

any one can learn the names of our birds, for beginners and teachers at 

common birds. I shall recommend least, that has yet appeared. It can- 

this book to those forming school libra- not help but have a wide circulation 

ries wherever I have opportunity. — and do much in extending bird studies. 

James E. Needham, Professor of Bi- — Lawrence Bruner, Professor of 

ology, Lake Forest College. Entomology and Ornithology, Univer- 
sity of Nebraska. 
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Burnet's School Zoology 



For high schools and academies. By Margaretta Burnet, Teacher of 
Biology, Woodward High School, Cincinnati. Cloth, i2mo, 216 pp., illus- 
trated. Pri«e, $0.75. 

TN this text-book for beginners typical forms are described, but 
only such technical terms are used as are necessary, and these 
are carefully defined. Throughout the work many suggestive and 
helpful notes are introduced, and at the end of each division the 
forms described are so grouped as to show their relationship to one 
another. 

The general plan of Burnet's School I am pleased with both its appear- 

Zodlogy pleases me. I have long been ance and matter. I think it likely we 

convinced that the proper method of may find use for it in preparatory work 

teaching zodlogy is by means of types, for the university. — James M. Saf- 

and in my own work have selected ford, Professor of Natural History, 

almost the same types as those selected Vanderbilt University. 
in this book. The work is well written 

and ought to be of great use in our com- One can see at a glance that this 

mon schools. — H. W. Conn, Professor book is prepared by a practical teacher, 

of Biology, Wesleyan University. who knows the needs of young stu- 
dents and understands what to present 

In my classes I have for some years and what to omit. The author has 

followed the plan indicated by MisS evinced her wisdom in selecting a few 

Burnet. I recommend it to our stu- typical forms and describing them at 

dents as especially adapted for use some length. Such a treatment of the 

in the large number of schools where subject is really of value as a means of 

there is a lack both of laboratory facili- imparting thorough knowledge, and 

ties and of time. — W. H. Lennon, inspires pupils with a love for the 

Professor of Sciences, Brockport (N. study. — Carrie Newhall Lath hop, 

Y.) State Normal School. Principal, Cincinnati Normal School. 

Cooper's Animal Life in the Sea and on the 
Land 

A zoology for young people. By Sarah Cooper. Cloth, i2mo, xiii + 
413 pp.. illustrated. Price, $1.25. 

*TpHE subjects treated in this book should be studied as far as 
•* possible from specimens actually in hand. While aiming at 
scientific accuracy and thoroughness, the author has avoided tech- 
nical terms where others can be substituted for them. From the 
simplest forms of life to the highest, the animal kingdom \*^\otnb!Cv 



cally studied, and its gradual development traced through represen- 
tative types selected for their general interest 

Dodge's Elementary Practical Biology 

A laboratory guide (or high school and college students. By ChaHLK 
Wright Dodge, M.S., Professor of Biology. University of Rochester. 
Cloth, Bvo, xxiit +■ 473 pp. Price, $i.Bo. 

*T*HIS guide consists of questions on the 
-*■ minute and gross structure and on the 
physiology of a series of common animals and 
plants which are typical of their kind- 
questions which can -be answered only by 
actual examination of the specimen, or br 
performance of the experiment. Directions 
are given for the collection of specimens, for 
their preservation, and for preparing them for 
examination, as well as 'for performing simple 
physiological experiments. Particular spe- 
cies are not required, as the questions usually 
apply equally well to several related forms. 

[ am much pleased with its accuracy This work possesses many points of 
and practical hints, and with the selec- merit. I consider Professor Dodge's 
tion of subjects which it makes for system an important contribution to- 
class work. — Gkokge Maclobkie, ward a better method of teaching 
Professor of Biology, Princeton Uni- biology. A judicious admixture of 
versity. both the descriptive and the catechisiiif 
methods I regard as having the most 

This laboratory guide seems to me satisfactory results in practice, and I 

especially distinguished in two most shall be pleased to recommend Ibis 

Important particulars. Its directions work in combination with one of the 

and questions are so framed as to call more usual forms of laboratory guides, 

for independent observation ■ by the — J. PeecV Moore, Instructor in 

student, and it gives some prominence Zoology, University of Pennsylvania, 
to physiological experimentation. It 

seems to me in these and most re- I think the book will do a valuable 

spects well adapted to the education of work in that it will suggest to minj 

intelligent, thoughtful, and indepen- capable and well informed teachers « 

dent investigators in biology. 1 hope method that will be a revelation.— 

that it will be brought into extensive J. R. Reighakd, Professor of Zoo* 

'n the high schools and colleges of ogy, and Director of the Zoologies! 
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Holders' Elements of Zoology 

By Charles F. Holder, LL.D., Fellow of the New York Academy 
of Sciences, and Joseph B. Holder, M.D., late Curator of Inverte- 
brate Zoology, American Museum of Natural History, New York. Cloth, 
i2mo, x + 391 pp., illustrated. Price, $1.20. 

TNTENDED for schools and academies of all grades, this book 
-*■ presents in a plain and concise manner a true and vivid concep- 
tion of the characteristics of the natural orders of animals. For con- 
venience the lowest forms are presented first, since they are the 
simplest. Common names are in every case followed by their 
scientific equivalents. A distinctive feature is the attention given 
to the economic value of animals. 

It seems to me an admirable book, pupil. — A. Fairhurst\ Professor of 

written by a master of the subject, and, Natural Science, Kentucky University, 
therefore, authoritative beyond most 

text-books. — Edward Orton, Pro- I am using two text-books in my class 

fessor of Natural History, Ohio State in zo5logy — both published by your 

University. house — Holder and Needham. They 

are the best books for the study that I 

This is, I think, the best book for can find, and admirably supplement 

beginners that I have examined. The each other — the one for laboratory, 

drawings, which do much to give life and the other for outlines and classifi- 

to the subject, are numerous, well exe- cation. — C. F. Palmer, Department 

cuted, and well selected. The book of Agriculture and Nature Study, 

cannot fail to interest and instruct the State Normal School, Mansfield, Pa. 

Need ham's Elementary Lessons in Zoology 

A guide in studying animal life and structure in field and laboratory. By 
James G. Needham, M.S., Instructor in ZoSlogy, Knox College, Gales- 
burg, 111. Cloth, i2mo, 310 pp., illustrated. Price, $0.90. 

npHIS book is especially intended for the large number of schools 
"V with small laboratory equipment, in which it is desired to 
study zoology after the scientific method. It enables the student 
to acquire a knowledge of the subject for himself, by bringing him 
into touch with nature through actual contact. The study of animals 
idive, and in their biological relations to their environments, is made 
a prominent feature. 

I consider Needham's Zoology most tat and habits of the animals studied I 
excellent. The discussion of the habi- consider an important feature, TVva 
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illustrations are, on the whole, the best the high schools of this State as being 

I have seen. — Arthur W. Dunn, a text-book that has features of especial 

Department of Anthropology, Uni- merit. I particularly value the natural 

versity of Chicago. history feature. — William E. Ritter, 

Associate Professor of Biology, Uni- 

I am favorably impressed with its versity of California, 
accuracy and practical character. I 

like especially its hints as to how to se- No book for elementary pupils with 

cure in any locality suitable material for which J am acquainted so happily 

the study of the different groups of ani- combines the study of- animals as liv- 

mals. — George Macloskie, Profes- ing, sentient beings and as marvelous 

sor of Biology, Princeton University. machines with definite and character- 
istic structure. — Simon H. Gage, Pro- 

I cannot say more than that I have fessor of Microscopy, . Histology, etc., 

recommended it to several teachers in Cornell University. 

Nicholson's Introduction to the Study of 
Biology 

By Henry A. Nicholson, M.D., D.Sc., M.A., Ph.D., F.R.S.E., 
F.G.S., Professor of Natural History and Botany, University College, 
Toronto. Cloth, i2mo, xii + 163 pp., illustrated. Price, $0.52. 

Nicholson's Text- Book of Zoology 

For junior students. Revised and enlarged. By Henry A. Nicholson, 
M.D., D.Sc, Ph.D., F.L.S., F.G.S., Regius Professor of Natural History, 
University of Aberdeen. Cloth, i2mo, xi + 409 pp., illustrated. Price, 

$1.38. 

The latest edition of this work is thoroughly revised and brought 
up to the present standard of knowledge. As the work is elementary 
in scope, no fundamental alterations have been made in the general 
plan, but important recent discoveries have been inserted and fresh 
illustrations added. 

Orton's Comparative Zoology 

Structural and systematic. For use in schools and colleges. By James 
Orton, A.M., Ph.D., late Professor of Natural History, Vassar College. 
New edition. Revised by Charles Wright Dodge, M.S., Professor of 
Biology, University of Rochester. Cloth, 8vo, 434 pp., illustrated. Price, 
$1.80. 

A simple presentation of the established facts and principles of 
zoology, from which all debatable and unnecessary points have been 
omitted. The distinctive character of the work consists in the treat- 
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ment of the lower animal kingdom as a unit; in the comparative 
study of the organs of the different species, and their functions ; and 
in the withholding of systematic zoology until the student has 
mastered those structural affinities upon which true classification is 
founded. In the appendix of this new edition are directions and 
suggestions for performing simple physiological experiments, which 
thus adapt the work to the laboratory as well as to the text-book 
method of teaching. 

I do not hesitate to recommend it as book to such institutions — J. M. 
a very valuable text-book for use in Stedman, Professor of Entomology, 
schools and colleges. I am particu- University of Wisconsin, 
larly pleased with the notes and ap- 
pendix. They are rich in valuable We shall continue to use this new 
and interesting information. — W. J. addition, as we have long used the old 
Holland, Chancellor, and Director one, as a companion to a laboratory 
of the Carnegie Museum, Western manual in the Durfee High School. — 
University of Pennsylvania. " Charles C. Ramsey, Principal, Dur- 
fee High School, Fall River, Mass. 

Orton's Comparative ZoGlogy has, 
under Professor Dodge's revision, been I regard it as one of the best exist- 
greatly improved, and is now suitable ing text-books on zoology. — F. L. 
for high school and academy use. I Washburn, Professor of Biology, 
take pleasure in recommending the University of Oregon. 

Steele's Popular Zoology 

By Joel Dorman Steele, Ph.D., F.G.S., and J. W. P. Jenks, A.M., 
Professor of Agricultural Zoology, Brown University. Cloth, 8vo, 
xiii + 355 pp., fully illustrated. Price, $1.20. 

A descriptive zoology, to which has been added an appendix, con- 
taining hints for preserving the skins of animals and birds, and helps 
to laboratory work, by Dr. George W. Field. 

Tenney's Elements of Zoology 

By Sanborn Tenney, A.M., Professor of Natural History, Williams 
College. Cloth, i2mo, xii + 503 pp., illustrated. Price, $1.60. 

Tenney's Manual of Zoology 

For schools, colleges, and general readers. Revised edition. By Sanborn 
Tenney, A.M., Professor of Natural History, Williams College. Cloth, 
I2mo, xi + 540 + xxix pp., illustrated. Price, $2.00, 
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Tenneys' Natural History of Animals 

Revised edition. By Sanborn Tenney and Abby A. Tenney. Cloth, 
i2mo, 281 pp., illustrated. Price, $1.20. 

Treat's Home Studies in Nature 

By Mary Treat. Half leather, i2mo, 243 pp., illustrated. Price, $0.90. 
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Eclectic Physiology 

For use in schools. By Eli F. Brown, M.D. Cloth, i2mo, 189 pp., 
illustrated. Price, $0.60. 

Foster and Tracy's Physiology and Hygiene 

(See Science Primers.) 

Hewes's Anatomy, Physiology, and Hygiene 
for High Schools— New Century Series 

By Henry F. Hewes, A.B., M.D., Teacher of Physiological and Clin- 
ical Chemistry, Harvard University Medical School; Physician to 
Patients, Massachusetts General Hospital, Boston. Cloth, i2mo, 32c 
with illustrations and drawings. Price, $1.00. 

'T'HIS is not a series of lectures upon several organs and their 
■*" special functions, but a simple treatise upon one organ, the 
body, and upon one function, life. It gives a connected outline of 
the processes which accomplish the maintenance of life in the body 
and of the rules of hygiene which should be followed in order to 
preserve perfect health. In addition the book contains special 
chapters upon the causes and prevention of infectious diseases, 
together with experimental work for individual investigation and 
observation. It has been officially indorsed by the Text-book 
Committee of the Woman's Christian Temperance Union. 

Hitchcocks' Elementary Anatomy and Phy- 
siology 

For colleges, academies, and other schools. By Edward Hitchcock, 
D.D., LL.L)., and Edward Hitchcock, Jr., M.D., Professors in Am* 



Out- 
320 pp., 
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herst College. Revised edition. Half leather, i2mo, 443 pp., illustrated. 
Price, $1.15. 

Huxley and Youmans's Elements of Physi- 
ology and Hygiene 

By J. H. Kellogg, M.D. Cloth, i2mo, 289 pp., illustrated. Price, $1.22. 

Macy and Norris's Physiology for High 
Schools 

Based upon the nervous system. By M. L. Macy, L.B., assisted by H. 
W. Norris, A.M., Professor of Biology, Iowa College. Cloth, i2mo, 408 
pp., with numerous illustrative cuts and diagrams. Price, $1.10. 

A LTHOUGH the nervous system is the center and mainspring 
**■*■ of human life, this is the only text-book which is based on 
this method of treatment. The plan is new and original, and 
although radical, it is, nevertheless, a sensible departure from the old 
methods of teaching physiology. In this way it shows the relations 
and interdependence of the parts and functions of the human organ- 
ism, it secures a unity of impression, it makes obvious the actual 
connection of every vital process with the nervous system, and it 
places the emphasis where it properly belongs. This method of 
treatment shows the relation between physiology and psychology, 
and prepares the student for the study of general biology. A few 
simple experiments are given, which are designed to supplement and 
illustrate the text. The book contains a large number of original 
illustrations, together with a series of diagrams, which show clearly 
the structure of the nervous system and the manner in which it 
controls the various functions of the body. 

Overton's Applied Physiology — Advanced 
Grade 

Including the effects of alcohol and narcotics. By Frank Overton, 
A.M., M.D., late House Surgeon of the City Hospital of New York. 
Cloth, i2mo, 432 pp., illustrated. Price, $0.80. 

In two important respects this book differs from other texts of 
a similar nature : it contains more of physiology and less of hy- 
giene; the laboratory method of study is pursued tlvto\^o\\^ ^ 
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far as practicable. Many of its features are new, among them being 
the summaries, the series of demonstrations, and the review topics 
placed at the end of each chapter. Most of the cuts, also, are en- 
tirely new, and have been sketched by the author from actual speci- 
mens. Each cut has been made to illustrate some fact or principle 
rather than merely to embellish the book. 

Overton's Applied Physiology is a a work which covers this important 

first-class book. Its treatment of the field so admirably. — T. Mitchell 

alcoholic and narcotic questions is Prudden, Professor of Pathology, and 

reasonable, and will in the end accom- Director of the Laboratories of His- 

plish more lasting good than any other tology, Pathology, and Bacteriology, 

treatment of the subject. It is up to College of Physicians and Surgeons, 

date on the question of bacteria and Columbia University, 
their connection with diseases, and the 

illustrations from the use of the X-rays I have been much pleased to look 

are very effective. Above all, the book through your series of text-books in 

is practical. — W. E. Sanders, In- Applied Physiology by Dr. Overton. 

structor in Science, Michigan Mili- The adoption of the cell as the central 

tary Academy. theme is very happy, the abundant 

hygienic suggestions are presented 

It is so full of sound knowledge and with interest and common sense, while 

interesting points of view, which are, the author's clear style well adapts the 

withal, so sane and clearly expressed, books for the use of young pupils. — 

that I cannot fail to heartily congratu- A. P. Brigham, Professor of Geology 

late both author and publisher on their and Natural History, Colgate Uni- 

success, and felicitate the public on versity. 

Steele's Fourteen Weeks in Physiology 

By Joel Dorman Steele, Ph.D. Cloth, i2mo, 238 pp., illustrated. 
Price, $1.00, 

Steele's Hygienic Physiology 

By Joel Dorman Steele, Ph.D. Large edition. With selected readings. 
Edited for the use of schools in accordance with the recent legislation upon 
temperance instruction, and indorsed by the Department of Scientific In- 
struction of the Woman's Christian Temperance Union. Half leather, 
i2mo, 402 pp., illustrated. Price, $1.00. 

This is Book III. of the celebrated Pathfinder Series of Physi- 
ologies so widely known in all parts of the United States. 

Steele's Manual of Science for Teachers 

(See Physics.) 
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Tracy's Essentials of Anatomy, Physiology, 
and Hygiene 

A text-book for schools and academies. By Roger S. Tracy, M.D., 
Sanitary Inspector of the New York City Health Department. New 
edition. Revised and enlarged. Cloth, i2mo, 35+ pp., illustrated. Price, 
$1.00. 

Not only is this a clear and intelligible account of the structures, 
activities, and care of the human system essential for the purposes 
of general education, but it also furnishes a valuable means of mental 
training. Special prominence is given to anatomy and physiology. 

Tracy's Outlines of Anatomy, Physiology, and 
Hygiene 

By Roger S. Tracy, M.D. Cloth, i2mo, 354 pp., illustrated. Price, 
$1.00. 

This is Book III. of the Authorized Physiology Series, which has 
the indorsement of the Department of Scientific Instruction of the 
Woman's Christian Temperance Union, and is a carefully written 
treatise, well arranged, and admirably adapted for use in the higher 
grades of grammar schools or in secondary schools. 
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Dana's Geological Story Briefly Told 

Revised edition. By James D. Dana, LL.D., late Professor of Geology 
and Mineralogy, Yale University. Cloth, i2mo, 302 pp., illustrated. 
Price, $1.15. 

*T*HE revised edition of this valuable and attractive text-book 
-*• was the last considerable work of the eminent author's long 
life. As geology is emphatically an outdoor science, the student is 
urged to study the quarries, bluffs, or ledges of rock in his vicinity, 
and all places that illustrate geological operations. The prefatory 
suggestions are full of practical help, besides enumerating the tools 
and specimens desirable for this study. 

I have always considered this an beginners in geology ; indeed, I know- 
excellent work for the instruction of of no book on the subject thaX \jtV\& ^> 



much of the geological story so briefly. 
And fortunately, too, the author was a 
thorough-going geologist and abreast 
of the times, so that his boot is not a 
mere compilation. I am glad to see 
that this new and beautiful edition has 
been considerably improved and re- 
written, and though it is not quite so 



large a volume as the first edition, it 
contains about fifty pages of new mat- 
ter. It is a thoroughly trustworthy 
book, and I hope it will take the place 
of many of the poor compilations on 
the subject of geology now in use.— 
J. C. Bkanner, Department of Geo], 
ogy, Leland Stanford Jr. University. 



Dana's Manual of Geology 

Treating of the principles of the science, with special reference to American 
geological history, fiy James 1). Dana, LL.D., late Professor of Geol- 
ogy and Mineralogy, Yale University, Cloth, 410, 1,088 pp., illustrated by 
over r, 575 figuresand two double -page maps. Revised edition. Price, $5.00. 

The present edition of this great work on North 

» American geological history was wholly rewritten 

under the author's direction. Owing to the ex- 
tensive recent investigations, new principles, new 
theories, new facts relating to all departments of 
the science, and widely diverging opinions on vari- 
ous questions have all made their contributions to 
this book. The later tracing of formations and 
mountain -making, the increased number of fossils, 
the study of cations and other results of erosion, and 
james ]>. dana the development of petrology are all prominently 

treated here. The particular references, oflen 
with dates, to reports and papers and other writings, give the work 
an additional authoritative importance and furnish a valuable bibli- 
ography. 



I have examined Dana's 
Manual of Geology with boi 
and regard it a must valuab 



■ised 



ommeml it 
gtoiogy. : 
lions, as tV 



splendid work. I shal 



I am delighted with the volume, 
It retains all the excellent characteris- 
tics of the earlier editions, and in several 
particulars it shows a decided improve- 
ment. It is an encyclopedia of Ameri- 
can geology, and is indispensable to 
every thorough student of the subject 
In this held it stands alone, and will 
remain without a single competitor, I 
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expect, for many years. In its won- library. — Edward Orton, Professor 
derful condensation of facts it supplies of Natural History, Ohio State Uni- 
to a good degree the place of a large versity. 

Dana's Revised Text- Book of Geology 

By James D. Dana, LL.D., late Professor of Geology and Mineralogy, 
Yale University. New edition, revised and enlarged. Edited by William 
North Rice, Ph.D., LL.D., Professor of Geology, Wesleyan University. 
Cloth, large i2mo, ix + 482 pp., illustrated. Price, $1.40. 

A LTHOUGH this book has passed through several editions since 
*** its first appearance, yet its distinctive features have been 
preserved as far as possible, and it is still the leading text-book on 
geology for schools and colleges. In the present revision the most 
important changes relate mainly to zoological and botanical classifica- 
tions, to the bearings of geology and paleontology upon the theory of 
evolution, and to metamorphism. The order of the grand divisions 
of the science, physiographic, structural, dynamical, and historical, 
remains the same as in previous editions. 

Professor Dana was the first, as well classes on the market. It is accurate 

as the last, geological writer in this and reliable in statement, which is not 

country whose experience covered the so true of other books as might be 

whole field of natural history so fully wished. — Henry S. Williams, Pro- 

that he could bring into one book, in fessor of Geology, Yale University. 
consecutive unity, all the topics essen- 
tial to a text- book of geology. As all Thanks to Professor Rice's careful 

books fall behind in the rapid progress editing, this new edition is in line with 

of science, so the text-book of geology the latest advances in geology, and is 

stood in need of revision, and prob- in every way reliable. — Israel C. Rus- 

ably no one could have been found for sell. Professor of Geology, University 

the task more competent and painstak- of Michigan. 
ing than Professor William N. Rice, 

who has just compiled this important Professor Dana had no superior as a 

work, — F. J. H. Merrill, Director, geologist, and his judgment in regard 

New York State Museum, Albany. to what a text-book should be was be- 
yond criticism. The revision by Pro- 

I have used Dana's new Text-Book fessor Rice has been exceedingly well 

of Geology with my classes, and find done. — Oliver Marcy, Professor of 

it the best small book for general Geology, Northwestern University. 

Geikie's Geology 

(See Science Primers.) 



cally studied, and its gradual development traced through represen- 
tative types selected for their general interest. 

Dodge's Elementary Practical Biology 

A laboratory guide for high school and college students. By Chahi.es 
Wright Dodge, M.S., Professor of Biology, University of Rochester. 
Cloth, 8vo, xxiii + 422 pp. Price, $1.80. 

'T*HIS guide consists of questions on the 
■*■ minute and gross structure and on the 
physiology of a series of common animals and 
plants which are typical of their kind- 
questions which can -be answered only by 
actual examination of the specimen, or by 
performance of the experiment. Directions 
are given for the collection of specimens, for 
their preservation, and for preparing themfoi 
examination, as well as'for performing simple 
physiological experiments. Particular spe- 
cies are not required, as the questions usuall)' 
apply equally well to several related forms. 

lam much pleased with its accuracy This work possesses many points^ 
and practical hints, and with the selec- merit. I consider Professor Dodp'l 
tion of subjects which it makes for system an important contribution to- 
class work. — George Macloskie, ward a better method of teacliinf 
Professor of Biology, Princeton Uni- biology. A judicious admixture of 
versity. both the descriptive and the catechising 
methods I regard as having the mod 

This laboratory guide seems to me satisfactory results in practice, and I 

especially distinguished in two most shall be pleased to recommend ths 

important particulars. Its directions work in combination with oneoftbt 

and questions are so framed as to call more usual forms of laboratory gnideJ. 

for independent observation ■ by the — J. Percy Moore, Instructor ■ 

student, and it gives some prominence Zoology, University of Pennsylvania 
to physiological experimentation. It 

seems to me in these and most re- I think the book will do a valna* 

spects well adapted to the education of work in that it will suggest to aaf 

intelligent, thoughtful, and indepen- capable and well informed teaclwsi 

denl investigators in biology. 1 hope method that will he a revelation. - 

that it will be brought into extensive J. R. REIGHARD, Professor of Zo* 

use in the high schools and colleges of ogy, and Director of the ZoOkfioi 

the country.— S. A. Forbks, Professor Laboratory and Zoological MnMM 

of Zoology, University of Illinois. University of Michigan. 
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Holders' Elements of Zoology 

By Charles F. Holder, LL.D., Fellow of the New York Academy 
of Sciences, and Joseph B. Holder, M.D., late Curator of Inverte- 
brate Zofclogy, American Museum of Natural History, New York. Cloth, 
i2mo, x + 391 pp., illustrated. Price, $1.20. 

TNTENDED for schools and academies of all grades, this book 
-*■ presents in a plain and concise manner a true and vivid concep- 
tion of the characteristics of the natural orders of animals. For con- 
venience the lowest forms are presented first, since they are the 
simplest. Common names are in every case followed by their 
scientific equivalents. A distinctive feature is the attention given 
to the economic value of animals. 

It seems to me an admirable book, pupil. — A. Fairhurst\ Professor of 

written by a master of the subject, and, Natural Science, Kentucky University, 
therefore, authoritative beyond most 

text-books. — Edward Orton, Pro- lam using two text-books in my class 

fessor of Natural History, Ohio State in zoology — both published by your 

University. house — Holder and Needham. They 

are the best books for the study that I 

This is, I think, the best book for can find, and admirably supplement 

beginners that I have examined. The each other — the one for laboratory, 

drawings, which do much to give life and the other for outlines and classifi- 

to the subject, are numerous, well exe- cation. — C. F. Palmer, Department 

cuted, and well selected. The book of Agriculture and Nature Study, 

cannot fail to interest and instruct the State Normal School, Mansfield, Pa. 

Needham's Elementary Lessons in Zoology 

A guide in studying animal life and structure in field and laboratory. By 
James G. Needham, M.S., Instructor in Zoology, Knox College, Gales- 
burg, 111. Cloth, i2mo, 310 pp., illustrated. Price, $0.90. 

'THHIS book is especially intended for the large number of schools 
-** with small laboratory equipment, in which it is desired to 
study zoology after the scientific method. It enables the student 
to acquire a knowledge of the subject for himself, by bringing him 
into touch with nature through actual contact. The study of animals 
alive, and in their biological relations to their environments, is made 
a prominent feature. 

I consider Needham's Zoology most tat and habits of the animals studied I 
excellent. The discussion of the habi- consider an important feature. The 
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illustrations are, on the whole, the best the high schools of this State as being 

I have seen. — Arthur W. Dunn, a text-book that has features of especial 

Department of Anthropology, Uni- merit. I particularly value the natural 

versity of Chicago. history feature. — William E. Ritter, 

Associate Professor of Biology, Uni- 

I am favorably impressed with its versity of California, 
accuracy and practical character. I 

like especially its hints as to how to se- No book for elementary pupils with 

cure in any locality suitable material for which I am acquainted so happily 

the study of the different groups of ani- combines the study of animals as liv- 

mals. — George Macloskie, Profes- ing, sentient beings and as marvelous 

sor of Biology, Princeton University. machines with definite and character- 
istic structure. — Simon H. Gage, Pro- 

I cannot say more than that I have fessor of Microscopy,. Histology, etc., 

recommended it to several teachers in Cornell University. 

Nicholson's Introduction to the Study of 
Biology 

By Henry A. Nicholson, M.D., D.Sc, M.A., Ph.D., F.R.S.E., 
F.G.S., Professor of Natural History and Botany, University College, 
Toronto. Cloth, i2mo, xii + 163 pp., illustrated. Price, $0.52. 

Nicholson's Text- Book of Zoology 

For junior students. Revised and enlarged. By Henry A. Nicholson, 
M.D., D.Sc, Ph.D., F.L.S., F.G.S., Regius Professor of Natural History, 
University of Aberdeen. Cloth, i2mo, xi + 409 pp., illustrated. Price, 
$1.38. 

The latest edition of this work is thoroughly revised and brought 
up to the present standard of knowledge. As the work is elementary 
in scope, no fundamental alterations have been made in the general 
plan, but important recent discoveries have been inserted and fresh 
illustrations added. 

Orton's Comparative Zoology 

Structural and systematic. For use in schools and colleges. By JaMKS 
Orton, A.M., Ph.D., late Professor of Natural History, Vassar College. 
New edition. Revised by Charles Wright Dodge, M.S., Professor of 
Biology, University of Rochester. Cloth, 8vo, 434 pp., illustrated. Pried 
$1.80. 

A simple presentation of the established facts and principles of 
zoology, from which all debatable and unnecessary points have been 
omitted. The distinctive character of the work consists in the treat- 
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Mies — the Eclectic Physical Geogra- The statements are certainly much 

phy. The scheme of this work is very better than those in most text-books, 

rational and the presentation attractive, The maps are wonderfully well done, 

and there is a marked absence of rub- — W. M. Davis, Professor of Physi- 

bish. — The Nation. cal Geography, Harvard University. 

IVlonteith's New Physical Geography 

By James Monteith. Cloth, small 4to, 144 pp., fully illustrated. 
Price, $1.00. 

Its easy style and clearness of statement make this book readily 
understood by pupils in the upper grades of grammar schools, or in 
the lower grades of high schools. It is a popular exposition of this 
interesting science. 

NATIONAL GEOGRAPHIC MONOGRAPHS 

'T'HE National Geographic Society, at the suggestion of Professor 
"** W. M. Davis, of Harvard University, undertook the prepara- 
tion of a series of essays on geographic subjects, enlisting in the 
work many eminent specialists, and selecting Major J. W. Powell as 
chairman of the editing committee. This series of monographs is 
the result. They are published in a handsome 4 to volume, fully 
illustrated, bound in buckram, and containing 346 pages, price, 
$2.50 ; each monograph is also sold separately, price, $0.20. The 
subjects of the several monographs are as follows : 

Physiographic Processes. By J. W. Powell. 
Physiographic Features. By J. W. Powell. 
Physiographic Regions of the United States. By J. W. 

Powell. 
Present and Extinct Lakes of Nevada. By I. C. Russell. 
Beaches of the Atlantic Coast. By N. S. Shaler. 
The Northern Appalachians. By Bailey Willis. 
Niagara Falls and Their History. By G. K. Gilbert. 
Mt. Shasta— A Typical Volcano. By J. S. Diller. 
Physical Geography of Southern New England. By 

W. M. Davis. 

The Southern Appalachians* By C, \N , Ifcyea, 
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Waldo's Elementary Meteorology 

By Frank Waldo, Ph.D., late Junior Professor in the United States 
Signal Sen-ice, member of Austrian and German Meteorological Societies, 
etc. Cloth, i2mo, 374 pp., illustrated. Price, $1.50. 

TT is only within recent years that this subject has been elevated 
-*■ to the position of an independent science, and Professor Waldo's 
book is one of the few standard works within the understanding and 
grasp of students in secondary schools. 

Your excellent work presents with I shall certainly recommend it to my 

accuracy and fullness our knowledge students in the Corcoran Scientific 

of meteorology at the present time, School of Columbian University, as 

and is written in such a clear manner also to the High School in Washington, 

as to make it most suitable for students, and to those of our observers who in- 

— A. W. Gkekly, Chief Signal Officer, quire for text-books on meteorology. 

War Department. -—Cleveland Abbe, Senior Professor, 

U. S. Weather Bureau. 

I have taken time to examine it thor- 
oughly. The author has very properly I am very much pleased with Waldo's 

omitted complicated theories, but has Elementary Meteorology. For such 

given such facts and generalizations as classes as I have I think it much the 

can be easily apprehended and utilized, best work on the subject I have seen. 

I consider Professor Waldo's text- book This opinion applies both to its 

satisfactory and sufficient for high method and matter. I have recoin* 

school use. I have ordered several mended it to my class and advised 

copies of this work for the Weather them all to buy it. — W. H. Brewer. 

Bureau. — Willis L. Moore, Chief, Professor of Agriculture, Sheffield 

U. S. Weather Bureau. Scientific School, Yale University. 



SCIENTIFIC MEMOIRS 

Edited by Joseph S. Ames, Ph.D., Professor of Physics and Sub-Director 
of the Physical Laboratory, Johns Hopkins University. 

*T*HIS series furnishes teachers and advanced students with impor- 
"*" tant articles containing the results of the latest experiments 
and discoveries in physical science. Many of these articles were 
originally published in foreign journals, and have not hitherto been 
translated ; while others, containing the original accounts of the 
important theories and experiments upon which many of the sciences 
rest, are found only in rare volumes. These papers have been col- 
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herst College. Revised edition. Half leather, i2mo, 443 pp., illustrated. 
Price, $1.15. 

Huxley and Youmans's Elements of Physi- 
ology and Hygiene 

By J. H. Kellogg, M.D. Cloth, i2mo, 289 pp., illustrated. Price, $1.22. 

Macy and Norris's Physiology for High 
Schools 

Based upon the nervous system. By M. L. Macy, L.B., assisted by H. 
W. Norris, A.M., Professor of Biology, Iowa College. Cloth, i2mo, 408 
pp., with numerous illustrative cuts and diagrams. Price, $1.10. 

A LTHOUGH the nervous system is the center and mainspring 
"^^ of human life, this is the only text-book which is based on 
this method of treatment. The plan is new and original, and 
although radical, it is, nevertheless, a sensible departure from the old 
methods of teaching physiology. In this way it shows the relations 
and interdependence of the parts and functions of the human organ- 
ism, it secures a unity of impression, it makes obvious the actual 
connection of every vital process with the nervous system, and it 
places the emphasis where it properly belongs. This method of 
treatment shows the relation between physiology and psychology, 
and prepares the student for the study of general biology. A few 
simple experiments are given, which are designed to supplement and 
illustrate the text. The book contains a large number of original 
illustrations, together with a series of diagrams, which show clearly 
the structure of the nervous system and the manner in which it 
controls the various functions of the body. 

Overton's Applied Physiology — Advanced 
Grade 

Including the effects of alcohol and narcotics. By Frank Overton, 
A.M., M.D., late House Surgeon of the City Hospital of New York. 
Cloth, i2mo, 432 pp., illustrated. Price, $0.80. 

In two important respects this book differs from other texts of 
a similar nature : it contains more of physiology and less of hy- 
giene; the laboratory method of study is pursued thtovi^Kowt^ ^o> 
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The Foundations of Stereo-chemistry. Memoirs by Pasteur, 

Van't Hoff, Le Bel, and Wislicenus. Translated and edited by Professor 
G. M. Richardson, Leland Stanford Jr. University. Price, $1.00. 

The Expansion of Gases. Memoirs by Gay-Lussac and Regnault. 

Translated and edited by Professor W. W. Randall, Jacob Tome Insti- 
tute. Price, $1.00. 

The Laws of Radiation and Absorption. Memoirs by Provost, 

Stewart, Kirchhoff, and Kirchhoff and Bunsen. Translated and edited by 
Professor D. B. Brace, University of Nebraska. Price, $1.00. 



SCIENCE PRIMERS 

Edited by Professors Huxley, Roscoe, and Balfour Stewart. Uni- 
formly bound in flexible cloth covers, i6mo. Price, each, $0.35. 

T7*ACH of these treatises is by a master, and has the rank andau- 
**— ' thority conferred by a leading name in science. The topics 
are treated interestingly and suggestively, and although monographic 
in their compactness, they form complete outlines and adequate ex- 
positions of their respective subjects. They are not only a stimulus 
to the student for further study and research, but also serve as handy 
reference books. 

Foster and Tracy's Physiology and Hygiene 

Physiology by M. Foster, M.A., M.D., F.R.S., Fellow of Trinity Col- 
lege, Cambridge. Hygiene by R. S. Tracy, M.D. x + 170 pp., with 
illustrations. 

In the 132 pages of this volume devoted to physiology, the author's 
purpose is to explain fully, in the simplest manner possible, some few 
fundamental truths rather than to skim over the entire field.- The 
book contains a clear and reliable presentation of the subject, and is 
based on a conviction that the actual observation of structures is 
needed for sound elementary learning in this science. 

In less than 40 pages Dr. Tracy has presented an outline of the 
laws of hygiene, with instructions, both general and specific, for their 
observance. In itself this little manual constitutes a good general 
guide in matters of health, and its proper study is certain to induce 
further inquiry along the lines which it suggests. 
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Geikie's Geology 

By Archibald Geikie, LL.D., F.R.S. vi + 137 pp., with illustrations. 

Like the author's Physical Geography, this volume is constructed 
on natural principles of simplicity, directness, and practicality in 
scientific instruction. The two books are closely related, not only in 
origin, but likewise in character and service. 

Geikie's Physical Geography 

By Archibald Geikie, LL.D., F.R.S., Director-General of the Geo- 
logical Survey of the United Kingdom, and Director of the Museum of 
Practical Geology, Jermyn Street, London ; formerly Murchison Professor 
of Geology and Mineralogy, University of Edinburgh. 150 pp., with 
illustrations. 

Since its publication this work has been issued in many large edi- 
tions in both America and Great Britain, translated into most Euro- 
pean languages, and introduced as a schoolbook on the Continent. 
Thorough revision has kept it abreast of the progress of science. 
The book is based on practical lessons deduced from the phenomena 
of every-day experience, and on the principle that it is of infinitely 
higher value to stimulate observation than to load the memory with 
facts and figures. 

Hooker's Botany 

By J. D. Hooker, CD., F.R.S. 130 pp., with illustrations. 

Elementary instruction in botanical science is made practical and 
interesting to beginners in this book. Methodical and accurate obser- 
vation of plant life is indicated with the aid, so far as possible, of 
specimens in the hands of the pupils. The author gives directions 
for using the primer. 

Huxley's Introductory Volume 

By Professor Huxley, F.R.S. 94 pp. 

Professor Huxley introduces the series by a characteristic discourse, 
wherein he treats, at once with large generalization and effective de- 
tail, of nature and science; material objects, embracing mineral 
bodies and living bodies ; and immaterial objects. Within this out- 
line is comprehended a summary of modem science such as is* 
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perhaps, to be found nowhere else in like space, if, indeed, it be 
paralleled in any single writing. 

Jevons's Logic 

By \V. Stanley Jevons, M.A., LL.D., F.R.S., late Professor of Politi- 
cal Economy, University College, London. 128 pp., with illustrations. 

This work, by one of the ablest logicians and teachers of logic 
in modem times, makes what was once among the driest and most 
formal of studies a really delightful task. All that any one need 
know as to what logic is, what makes a good logician, and what con- 
stitutes logical reasoning in its various forms, is here presented with 
every element of force, clearness, and charm. The book is a positive 
revolution of old methods in this study. 

Jevons's Political Economy 

By \V. Stanley Jevons, LL.D., M.A., F.R.S., late Professor of Politi- 
cal Economy, University College, London ; Examiner in Logic and Moral 
Philosophy, University of London. 134 pp. 

The truths of political economy, in a form suitable for elementary 
instruction, are set forth in this primer by the hand of a master both 
in the science itself and in the art of teaching it. All the chief 
branches of the study are considered, and the general reader, as well 
as the young student, will find the book a stepping-stone to more 
extended inquiry. 

Lockyer's Astronomy 

By J. Norman Lockyer, F.R.S., Correspondent of the Institute of 
France, xv + 120 pp., with illustrations. 

The aim of this primer is succinctly stated by the author, who first 
helps the student or reader, by means of simple experiments, to form 
true ideas of the motions of the heavenly bodies ; and then gives a 
sketch of the earth's place in nature, and of the use made of the 
heavenly bodies for geographical purposes. 

Lupton's Elementary Principles of Scientific Agriculture 

Hy N. T. Lupton, LL.D., Professor of Chemistry, Variderbilt University. 
107 pp. 

This work was prepared under State direction for use in the public 
schools in Tennessee, and presents the subject in a clear and concise 
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manner, with few technical terms. It is suited for general use in 
our country wherever agriculture is taught and practiced. Farmers 
and planters will be aided by it no less than pupils in schools. 

Roscoe's Chemistry 

By Sir H. E. Roscoe, F.R.S., late Professor of Chemistry, Victoria Uni- 
versity, The Owens College, Manchester. 132 pp., with illustrations. 

In order to awaken and strengthen in the student the power of 
observation, and to discipline his mind by bringing it into direct con- 
tact with nature, the author of this primer has introduced a series 
of experiments leading up to the chief truths of the science whose 
principles he has fully set forth. 

Spencer's Inventional Geometry 

A series of problems intended to familiarize the pupil with geometrical 
conceptions, and to exercise his inventive faculty. By William George 
Spencer, with a prefatory note by Herbert Spencer. 97 pp. 

The author of this volume of exercises was the father of Herbert 
Spencer, whose great work in education gives weight to the commen- 
dation he bestows upon the method here uniquely employed. As a 
m eans of mental discipline, of producing interest in geometry, and 
Specially of applying the principle of self -education, this little book, 
Prepared for his own pupils by an experienced mathematical teacher, 
ls Well suited to accompany the Science Primers. 

Stewart's Physics 

By Balfour Stewart, F.R.S., late Professor of Physics, Victoria Uni- 
versity, The Owens College, Manchester. 168 pp., with illustrations. 

Professor Stewart's object in this book is like that of Professor 
Roscoe in his volume on chemistry — to state the fundamental princi- 
ples of the science in a manner suited to the comprehension of young 
students, and to train their minds through a direct study of nature. 
*° this end experiments are included, to be performed by the teacher 
before the class, in connection with the text. 
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FRENCH LANGUAGE: Including Beginners 9 
Books, Methods, and Grammars 

Bacon's New French Course 

Comprising the essentials of the grammar with a series of illustrated con- 
versations in Paris. By Edwin F. Bacon, Ph.B. Flexible cloth, i2mo, 
315 pp. Price, $1.00. 

/^VNE may study the French language from ordinary text-books 
^* for years, and yet be quite helpless and at the mercy of hired 
guides in going about Paris. The present book, however, in addition 
to the essentials of the grammar, contains a series of familiar conver- 
sations which serve as an excellent preparation for sight-seeing* 
These conversations make the visitor acquainted with the city as it 
is to-day, and at the same time give such information and phrases as 
are necessary for the stranger. The work is equally well adapted to 
the conversational and to the grammatical methods of teaching; 
grammatical explanations are given in both English and French. 
The book includes a map of Paris and pictures of the most promi- 
nent features of the city. 

I like especially the last part of the of Romance Languages, University of 

book. The print, paper, and illustra- Chicago, 
tions are admirable, far in advance of 

those of other grammars. Also, I like It seems to me to be especially 

the treatment of pronunciation, which practical and well fitted for classes 

is made very clear by sounds that an in conversation. I have already rec- 

American student can understand. — ommended it for that purpose, and 

H. Parker Williamson, Department I may ultimately need to use it my- 
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r 

self. — R. L. Sanderson, Instructor ing French equivalents for the gram- 

in French, Yale University. matical rules, titles of chapters, etc. 

It is wonderful how much grammar 

Bacon's New French Course is an and syntax is embraced in the 175 pages 

excellent manual for those wishing a included in Part I. It is as succinct a 

conversational knowledge of French, grammatical treatise as I have ever 

and especially for those who intend to seen, and yet perfectly clear. But the 

travel in Europe. I like the plan of best is reserved for the last. The 

the conversational part ; the illustra- value of the book is doubled in " Une 

tions are a good feature. — S. A. Cham- Semaine a Paris," than which I have 

bers, Instructor in French, University never read anything more charming 

of California. connected with descriptions of that 

fascinating city. — J. H. Gorrell, Pro- 

I approve heartily the author's judi- fessor of Modern Languages, Wake 

cious use of the natural method in plac- Forest College. 

De Fivas's Grammar of French Grammars 

For schools and colleges. With numerous exercises and examples. By 
Dr. V. de Fivas, M.A., F.E.I.S. Half leather, i2mo, 290 pp. Price, 
$0.87. 

Dreyspring's Easy Lessons in French 

According to the cumulative method. Adapted to schools and home in- 
struction. By Adolphe Dreyspring, Ph.D. Cloth, 8vo, 142 pp., illus- 
trated. Price, $0.60. 

>TpHIS method presents the normal phases of the language first; 
■"" selects its elementary material with reference to familiar 
objects; develops the first needs of speech, as manifested by the 
most simple inquiries; unfolds the language naturally; keeps its 
vocabulary within reasonable bounds ; constantly presents the accu- 
mulating material under ever varied forms and new combinations; 
and employs every means of interesting the student in his work. 

Dreyspring's French Reader 

On the cumulative method. Containing the story of Rodolphe and Coco 
the Chimpanzee, with vocabulary, grammatical references, and synoptical 
tables. By Adolphe Dreyspring, Ph.D. Cloth, 8vo, 171 pp., illus- 
trated. Price, $0.75. 

The student who has completed the author's Easy Lessons in 
French will find this story interesting and profitable reading. It 
will enlarge his vocabulary and make him familiar with prominent 
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grammatical features and idiomatic expressions. The book is attract- 
ively illustrated, and contains a vocabulary. 



Duffet's French Method 

By V. Duffp.t, Officier d'Academie. Cloth, 



Duffet's New French Method 

By F. Di:ffet, Officier d'Acade'mie. Revised and adapted to the usetf 
American schools .mil ttjiii'sri-s, by Alfred Henneijui*, [*h.D., Instrutfcx 
in French and German, University of Michigan. Cloth, iznto, 304 PP 
Price, J1.20. 

Key to the same. 66 pp. Price, $0.60. 

Fasquelle's French Course 

Embracing both the analytic and Synthetic modes of instruction. By 
Louis Fasqi.'elle, L1-. II., Professor of Modern Languages and Litera- 
ture, University of Michigan. Half leather, i2mo, 508 pp. Price,$t.35 

Key to the same. 140 pp. Price, $0.90. 



Fasquelle's Introductory French Course 

By Louis Kasqcki.le, I.L.I)., Professor of Modern Languages and Lit- 
erature, University of Michigan. Half leather, i6mo, 300 pp. Price, 
$0.05. 

_ J< _ Francois' Introductory French Prose 

Composition 



A BOOK designed for students with some knowl- 
edge of 1'' tenth grammar, for the second year 
in the high school or the second term in college, 
although it may be used satisfactorily earlier in the 
course. Part I. presents a systematic review of the 
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elements of French grammar by means of an original narrative, and 
Part II. contains an adapted story. The progressive exercises in 
grammar, transposition, and translation, the general review, and the 
vocabulary are all arranged for interesting and effective work. The 
book may be used with any grammar. 

It is an excellent little book, well con- I have examined the hook very thor- 

ceived and exceedingly well adapted oughly and am much pleased with 

to the use of beginning- classes. I it. It seems to me carefully and clev- 

trust it will meet with favor every- erly prepared, and well calculated to 

where, as it deserves it unquestiona- drill pupils in the use of verbs 

bly. — P. R. de Pont, Assistant Pro- and in French constructions. — Rosine 

fessorof French, University of Michi- Melle, Instructor in French, The Wo- 

gan. man's College, Baltimore. 

Gastineau's Conversation Method in French 

For speaking, reading, and writing. By Edmond Gastineau, A.M., 
Graduate of the University de Paris, and Principal of the Conversation 
School, New York. Cloth, i2mo, xxii + 530 pp. Price, $1.25. 

Hennequin's New Treatise on French Verbs 

Including an essay and practical method for acquiring the irregular verbs, 
and rules for the present and past participles. By Alfred Hennequin, 
M.A., Instructor in French and German, University of Michigan. Cloth, 
i2mo, x + 122 pp. Price, $0.65. 

Hennequin's Practical Lessons in Idiomatic 
French 

Embracing reading, composition, and conversation. By Alfred Hen- 
nequin, Ph.D., Instructor in French and German, University of Michi- 
gan. Half leather, 1 2mo, 159 pp. Price, $0.87. 

Kuhn's Elements of Spoken French 

A handbook of pronunciation based on phonetical principles. By Mau- 
rice N. Kuhn, B. es L. (University of Paris), Master in the ficole Nor- 
male de Paris. Cloth, i2mo, 88 pp. Price, $0.50. 

TT is a singular fact that most of the grammars and text-books 
-*■ to-day give a false idea of French pronunciation. The present 
work, however, is founded on fundamental principles and gives a 
short and unique method of teaching students to speak French and 
to speak it correctly. It can be used with any grammar or reader, 
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and consists of twenty lessons, in which all elementary sounds, after 
having been carefully analyzed, are grouped together according to 
their phonetic similarities, regardless of spelling. In this way each 
lesson constitutes an exercise in pronunciation and in illustration of 
one particular sound. Following this is a short lesson in reading, in 
which the sounds already learned become parts of sentences which 
relate to every-day life. By this method the student soon acquires 
a vocabulary which is extensive, and which cannot be secured so easily 
in any other way. The book treats about eighteen hundred of the 
commoner French words. 

It fills a long-felt want, and greatly I want every member of my begin- 

lightens the labors of a teacher in ning class to have Kuhn's Elements of 

maintaining a good standard of French Spoken French in his hands. — H. 

pronunciation in classes. — John Parker Williamson, Assistant in 

Macnie, Professor of French and Romance Languages and Literature, 

German, University of North Dakota. University of Chicago. 

Languellier and Monsanto's Practical French 
Course 

By Louis A. Languellier, LL.D., late Tutor in the College of the City 
of New York, and H. M. Monsanto, A.M., late Assistant Professor in 
the United States Naval Academy. Half leather, l2mo, 530 pp. Price, 
$1.45. 

Key to the same. 96 pp. Price, 80.90. 

Muzzarelli's Academic French Course 

In accordance with the latest grammatical rules adopted by the French 
Academy. By Antoine Muzzarelli, Professor of Modern Languages 
and Literature. 

First Year. Cloth, i2mo, 299 pp. Price, $1.00. 
Key to the same. 91 pp. Price, $1.00. 
Second Year. Cloth, i2mo, 342 pp. Price, $1.00. 
Key to the same. 142 pp. Price, $1.00. 

These two books embody a complete course of instruction in 
the French language. The treatment is preeminently practical, 
advancing from the easiest steps to the more difficult by a constant 
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gradation. It supplies the pupil with the fullest vocabulary possible 
in two years' study and acquaints him with the names of every-day 
objects about him. The introduction to the phonetics 
of the French language, and the conjugation of the 
four regular model verbs, with a different and ap- 
propriate object after each person, constitute entirely 
new features. In addition to these, the recapitulation 
exercises, the vocabularies, and the conversational les- 
sons at the end of the course contain a great variety 
of expressions and much information of service to the 
student. The whole work emphasizes the difference 
between the English and French languages in their 
respective turns of thought and forms of expression. 

In plan and practical- value, in sound date, — Theo. L. Neff, Instructor in 

and sensible views as to method, in Romance Languages and Literature, 

judicious combination of necessary and University of Chicago, 
exclusion of unnecessary elements, in 

freshness of material and skill in ar- I have read it very carefully, and I 

rangement, in logical and typograph- should certainly use it if I were a 

ical clearness, it is one of the best and teacher in a preparatory school. I like 

most attractive text-books I have seen especially the author's idea about trans- 

in a long time.— A. Guvot Cameron, position. — V. E. Francois, Professor 

Professor of French, Princeton Uni- of French, University of Michigan. 

I find it excellent in Che drill in verb 
I am particularly struck with the forms. It makes one work, and I am 
clearness and conciseness of the gram- sure that any serious student will draw 
matica I statements. It is quite prob- great benefit from it, — Miss E. Bor- 
able that I shall use Muzzarelli's net, Instructor in French, The Wo- 
Academic French Course at an early man's College, Baltimore. 

Muzzarelli's Brief French Course 

Arranged in conformity with the new laws of syntax promulgated by the 
French Government by decree of February 26, tool. By Antojne Muzza- 
eelli, OfFkier d'Academie. Professor of Modern Languages and Litera- 
ture. Cloth, i2mo, 375 pp. Price, $1.25. 

'"T"*HIS book is arranged on the same general lines which have made 
*- the author's Academic French Course such a pronounced success. 
In one respect, however, it differs from all other books of its kind : 
the new laws of syntax promulgated by the French Government 
by decree of February 26, 1901, have been followed throughout 
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The volume has been prepared especially for those students who are 
desirous of passing the entrance examinations of the leading col- 
leges and universities, but who are unable to devote to the study of 
the language more than one academic year. The forms and the 
syntax are treated in a particularly clear and simple manner in the 
lessons, and a concise re"sume" for reference is given in the appendix. 
The exercises in reading and writing are particularly noteworthy be- 
cause of their bright and breezy nature, and because they embody 
the French of to-day. The book, besides containing a very clear 
exposition of the method of reading French verse, includes the 
poems prescribed for memorizing by the Regents of the University 
of the State of New York, with marks and other suggestions helpful 
to the student. 



Monsieur Jules Claretie me charge 
de vous remercier de l'envoi de " Muz- 
zarelli's Brief French Course " qui lui 
parait tout a fait remarquable par ses 
qualites de clarte et de concision. 

II sera tres heureux de le recom- 
mander a ses amis, et il vous prie, 
monsieur, de recevoir de nouveau tous 
ses remerciments et l'expression de 
ses plus distingues sentiments. — Paul 
Gu£rin, Secretaire de M. Jui.ks Cla- 
retie (Directeur de la Comedie Fran- 
caise). 

It is essentially practical and is, 
above all things, beautifully clear. It 
concentrates and yet enlarges, retains 
and yet improves, the excellencies of 



the author's Academic French Course, 
and by its adoption of * the simplifying 
processes authorized by French educa- 
tional and literary powers will mater- 
ially facilitate the work of the French 
student. In itself the volume is attract- 
ive. It is clear and concise. It is suf- 
ficient and suggestive. It is scholarly. 
The references throughout the text to 
the uses of the language or to its de- 
velopment are illuminating. The vo- 
cabulary is one of the best that I have 
ever seen. — A. Guyot Cameros, 
Woodhull Professor of French, Prince- 
ton University, and Chief Examiner 
in French for the College Entrance 
Examination Board. 



Rogers's French Sight Reading 

A systematic preparation for sight or rapid reading in French. By L. C. 
Rogers, A. P., High School, Cambridge, Mass. Boards, i2mo, 133 pp. 
Price, $0.40. 

A systematic series of eighty-two exercises in sight reading, 
each of which is preceded by a vocabulary of twelve words. 
Here is a total list of nearly one thousand carefully selected words 
which, when thoroughly mastered, will give pupils the ability to read 
ordinary French. The entire course can be covered during one 
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school year, by giving three lessons per week, or it may be extended 
over a longer period. 

I think the choice of selections is I am using it in an elementary col- 

Well made, avoiding carefully the in- lege class and find it very satisfactory, 

troduction of too many new words at It is well arranged, and the vocabu- 

a time — an essential point. — A. R. laries are especially useful. — Rose 

Seymour, Assistant in French, Uni- Chamberlain, Reader in Modern 

versity of Wisconsin. Languages, Bryn Mawr College. 

Syms's First Year in French 

By L. C. Syms, Bachelier es Lettres, Licencie en Droit de l'Universite de 
France. Cloth, i2mo, 128 pp. Price, $0.50. 

t^ASY progressive lessons for beginners ; the first ten object lessons, 
*^ - ' with vocabularies, containing only names of common objects. 
In the remaining lessons the pupils read short stories, which are not 
to be translated into English. At the end of the l>ook are French- 
English and English- French vocabularies, including all the words and 
idiomatic expressions used in the exercises. 

Syms's Second Year in French 

By L. C. Syms, Bachelier es Lettres, Licencie en Droit de l'Universite de 
France. Cloth, i2mo, 303 pp. Price, $1.00. 

TJERE an almost equal amount of time is given to jeading, con- 

versation, translation, and grammar. To the study of verbs — 

the groundwork of the whole method — most careful attention is paid. 

^ short story or description forms the basis of each lesson, illustrating 

lts grammatical object and affording an easy and pleasant subject 

*° r conversation. This book treats of the indicative and imperative 

^Oods, with a brief introduction to the conditional and subjunctive, 

^d a rapid study of the ten parts of speech, giving only the general 

^^d most important rules of syntax. 

Syms's Third Year in French 

By L. C. Syms, Bachelier es Lettres, Licencie en Droit de l'Universite de 
France. Cloth, i2mo, 314 pp. Price, $1.20. 

The Third Year completes the course, which is intended to meet 
**H the requirements of preparatory schools, academies, and col- 
* e ges. This volume adheres to the plan adopted in. the fust two % 




146 FRENCH LANGUAGE- 

and lays particular stress upon the study of 
the verbl The conditional, subjunctive, and 
infinite moods, with the participle, are treated 
as thoroughly as the grade permits ; French 
syntax is completed, and special attention is 
given to all points likely to prove especiall)* 
difficult for students. The progressive read- 
ing lessons are such as will prepare the student 
to read the masterpieces of French literature. 
The book contains selections from French 
poets for memorizing, tables of regular and 
irregular verbs, a list of French proverbs, and vocabularies. 

Syms's First Year in French strikes Syms's First Year in French. The 

me as a capita] book. I shall be glad to second volume only increases my good 

recommend it.— II. C.G. Brandt, Pro- opinion. There is in these books* 

fessor of German, Hamilton College. happy combination of the two methods 

of translation and conversation which 

It seems to me to very happily har- cannot fail, I think, to produce "- 
mortize the iwo prevailing systems of cellent results. I hope we shall ha" 
imparting foreign languages in our ele- a chance to try Syms's next year — 
m uinary schools. It is the natural and Samuel Garner, Professor of Mod- 
grammatical methods combined ; and ern Languages, United States Nail 
if cuiUimied throughout the course will Academy, 
surely yield the good results of both, 

and this is what is needed. The works The general method is admirable. 

cannot fail to find a place among the The thorough, constant study of verbs, 

text-books for the young in French. — the selections for reading, and the 

A. H. MIXER, "Professor of Modem sensible arrangement of composition 

Languages, University of Rochester, work are features to be especially com- 
mended. — George D. F airfield, As- 

I wrote you last year, expressing sistant Professor of French, UmrersitJ 
a very favorable opinion relative to of Illinois. 



Worman's First French Book 

]]y J. If. WoRMAN, Ph.D. Boards, lamo, 83 pp., illustrated. Price. 

Intended for beginners wishing to learn the spoken language, 
and designed to supply all that is needed for its comprehension 
and use. From the very first the student is taught to read and 
speak French understanding^ and accurately. The lessons »K 
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well graded, and are made up of conversations on familiar subjects 
of an interesting character. 

Wor man's French Echo 

Or, dialogues to teach French conversation. By J. H. Worman, Ph.D. 
Cloth, i2mo, 212 pp. Price, $0.90. 

THHIS work is no mere collection of tourist's phrases, but a pro- 
•■* gressive conversational book which teaches the student to 
think in French. It gives an extensive vocabulary, and aids in 
gaining command of the idioms, in order that he may acquire 
a wide and correct acquaintance with colloquial French. An ele- 
mentary knowledge, such as may be obtained from the First French 
Book, is all that is required by way of preparation for this book. 

Worman's Grammaire Franchise 

For English speaking students. By J. H. Worman, Ph.D. Cloth, i2mo, 
*93 PP« Price, $1.00. 

Key to the same. 139 pp. Price, $0.60. 

TN simple French, based on English analogy, this grammar deals 
*** with essentials, dwelling especially upon the variations of the 
student's vernacular. While intended as a companion to the First 
and Second French Books, it may be used by anyone wfio has gone 
beyond the elements of French and who desires to gain a systematic 
and thorough mastery of the language. Special attention is given to 
those rules which differ from the laws of English speech. 

Worman's Second French Book 

By J. H. Worman, Ph.D. Boards, i2mo, 96 pp., illustrated. Price, $0.40. 

The second book continues the work of the first, and forms a 
good elementary reader. It may also be used independently, with 
or without any grammar. The lessons are subdivided into sections, 
in each of which one idea is prominent. 
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FRENCH LITERATURE 

Crgmieux and Decourcelle's L'Abb6 Constan- 
tin 

Edited for school use by Victor E. Francois, Instructor in French, 
University of Michigan. Cloth, i2mo, in pp. Price, $0.35. 

This charming little comedy, in three acts, taken from the romance 
of Ludovic Hal£vy, is here prefaced with a biographical sketch of 
that writer. The simplicity of the author's style makes but few 
notes necessary. 

Daudet's L' Enfant Espion and other Stories 

Edited, with notes and vocabulary. By Reginald R. Goodell, M.A., 
University of Maine. Cloth, i2mo, 142 pp. Price, $0.45. 

TN addition to the title story and Les Vieux, by Alphonse Daudet, 
the book contains La Medaille and Mon Ami Meurtrier, by 
Francois Coppee ; Le Ixmp and Apparition, by Guy de Maupassant; 
and Vision de Charles XI. and L'Enlevement de la Redoute, by 
Prosper Merim£e. Owing to the simplicity of style and the absence 
of difficult constructions, the footnotes are in a large measure de- 
scriptive and explanatory. The book contains exercises for transla- 
tion into French, based on the text, and a complete vocabulary. 

Dumas' La Tulipe Noire 

Abridged and annotated by Edgar Ewing Brandon, A.M., Professor of 
French, Miami University. Cloth, i2mo, 156 pp. Price, $0.40. 

A text for elementary classes which has the charm of continuity 
and the advantage of simplicity. It has been considerably short- 
ened from the original, and all historical and other references 
not essential to an appreciation of the story have been eliminated, 
thus avoiding the necessity for many explanatory notes. The story 
is in Dumas's best style — simple, romantic, at times dramatic, and 
always attractive. 
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Erckmann-Chatrian's Madame Th6rfese 

Edited for school use by C. Fontaine, B.L., L.D., Instructor in French, 
De Witt Clinton High School, New York. Cloth, i2mo, 191 pp., with 
maps. Price, $0.50. 

DECOMMENDED by the Committee of Twelve of the Modern 
* * Language Association of America for college preparatory read- 
ing. The text, about two-thirds the length of the original, is simple 
and easy in style, and particularly interesting in matter. It should be 
taken up during the latter half of the first year in French, or at the 
beginning of the second, according to the age and grade of the pupils. 
A full vocabulary completes the book. 

Fontaine's Douze Contes Nouveaux 

Edited for school use by C. Fontaine, B.L., L.D., Instructor in French, 
De Witt Clinton High School, New York. Cloth, i2mo, 168 pp. Price, 
$0.45. 

^PHESE twelve stories illustrate the strength and beauty of the 
most famous contemporary French writings. The book in- 
cludes Au Tonkin, by Lucien Chotel ; La Cure Merveilleuse, by Jean 
Rameau ; L'Odeur du Buis, by Francois Copp£e ; Le Bon Gui, by 
Paul Arene ; Pauvre Vieux, by Adolphe Cheneviere ; Les Pains 
Noirs, by Anatole France; Mon Meilleur Ami, by Pierre Veron ; Le 
Cheval du Trompette, by Ludovic Haldvy ; Bravo ! P£pina ! by Noel 
Hache ; and La Juste Marraine, La Complainte du Vendredi-Saint 
^d Philomena, by Andre* Theuriet. The notes and vocabulary con- 
tain all that is necessary to assist in making the reading easy and 

• 

Weresting. 

Selections from Edmond and Jules de Gon- 
court 

Edited, with introduction, bibliography, notes, and appendices, by Ar- 
nold Guyot Cameron, A.M., Ph.D., Professor of French, Princeton 
University. With portraits of the authors. Authorized edition. Cloth, 
i2mo, 352 pp. Price, $1.25. 

This volume has the distinction of being the first annotated 
^tion of the writings of these authors ever offered to Eng- 
or American readers, and is especially authorized by the 
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literary executor and publisher of the Goncourts, M. Eugene Fas- 
quelle. Many of the selections are independent passages, but most 
of them form complete units and follow the order of their original 
publication. Covering the different periods and showing the various 
manners of the authors' work, the selections also reveal its wonderful 
range, interest, power, and brilliancy.. The book is of peculiar 
importance to advanced students in French. Painstaking research, 
and rare skill and judgment on the part of the editor, have furnished 
many side-lights to enhance its charm and value. 

Cameron's selections from the Gon- It is very different from many mod- 
courts is a splendid piece of work, and ern language texts in that it is based 
I have a profound admiration, not on a very thorough study of the au- 
only for the scholarly treatment of the thors. The notes and introduction bear 
subject, but also for the painstaking witness to a large amount of work and 
and conscientious method of its treat- an enthusiastic interest in the subject 
ment. It is an invaluable contribution on the part of the editor. This edition 
to the study of French literature. — will probably remain the standard one 
Rene de Poyen-Bellisle, Instructor of the Goncourts in this country.— 
in Romance Philology, University of Oscar Kuhns, Professor of Romance 
Chicago. Languages, Wesleyan University. 

Guerber's Contes et Legendes 

By H. A. Guerber. Cloth, i2mo ; Part I., 183 pp. ; Part II., 192 pp« 
Price, each, $0.60. 

A COLLECTION of legends and fairy tales intended to serve as 
**•*- an introduction to general French literature. In the first part 
the simple style, the graphic narration, and the frequent repetition 
of words and idioms are calculated to interest and please the pupil* 
and to lead him almost unconsciously to acquire a wide vocabulary. 
When this is done, the drill of the second part gives him the ability 
for fluent and intelligent reading. This part may be used separately, 
if desired. Each volume contains a vocabulary. 

Legouve and Labiche's La Cigale chez les 
Fourmis 

A comedy in one act. Edited, with notes and vocabulary, by Thomas J. 
Farrar, M.A., Instructor in the Washington and Lee University. Cloth, 
i2mo, 56 pp. Price, $0.25. 

By reason of its charming style, its vivid portrayal of character, 
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and its light and vivacious descriptions, this celebrated comedy is 
especially adapted for school reading. The notes and the vocabulary 
supply all requisite aids for the translation of the text. 

Mairet's La Tache du Petit Pierre 

By Jeanne Mai ret (Madame Charles Bigot). Arranged for reading 
classes by Edith Healy. Cloth, i2mo, 140 pp. Price, $0.35. 

This popular little book, because of its healthy and moral tone, is 
well suited for elementary classes in French. Each chapter is fol- 
lowed by a series of questions and answers which may be memorized 
by the pupil. At the end of the book are grammatical notes and a 
vocabulary. 

Nodier's Le Chien de Brisquet and Other 
Stories 

Edited for school use by L. C. Syms, Bachelier es Lettres, Licencie en 
Droit de l'Universite de France. Cloth, i2mo, in pp. Price, $0.35. 

The other stories are : Le Teneur de Livres, by Eugene 
Seymur; Guillaume Mona, by Alexandre Dumas; Boum-Boum, 
by Jules Claretie; Les Emotions d'un Perdreau Rouge, by 
Alphonse Daudet; Les Peches, by Andre* Theuriet; and Mateo 
Falcone, by Prosper M£rim£e. Footnotes and a full vocabulary are 
included. 

Racine's Iphigenie 

Edited by Benjamin Duryea Woodward, B. es L., Ph.D., of the 
Department of Romance Languages and Literatures, Columbia Univer- 
sity. Cloth, i2mo, 198 pp. Price, $0.60. 

Here are placed at command of the reader many aids toward a 
clear and full comprehension of this great French classic. Be- 
sides a brief biography of Racine, there are given an account of 
Iphigenia in Greek and in French tragedy, a chapter of comments 
and criticisms from various celebrated sources, a bibliography, and 
an appendix relating to Racine's expressions and style, and his 
influence on the French language. 
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Saintsbury's Primer of French Literature 

(See Harper's School Classics.) 

Schultz's La Neuvaine de Colette 

By Jeanne Schultz. Edited for school use by Florence I. C. Lye, 
St. Mary's Hall, Faribault, Minn. Cloth, i2mo, 148 pp. Price, $0.45. 

This charming story cf a French schoolgirl shows the "esprit 
gaulois " in its feminine embodiment. It is written in that simple 
and familiar speech which the child is first accustomed to hear, 
and forms, therefore, an excellent introduction to the study of the 
language. Use may be made of it in conjunction with work in 
grammar, and for this purpose materials for French composition fol- 
low the text. The book contains a vocabulary. 

Selected Letters of Madame de Sevigne 

Edited for school use by L. C. Syms, Bachelier es Lettres, Licencieen 
Droit de TUniversite de France ; Boys' High School, New York. Cloth, 
i2mo, 123 pp. Price, $0.40. 

The editor of these famous letters has aimed to give the student 
every needful help for understanding their many allusions to impor- 
tant persons and events. The numerous footnotes are replete with 
such information. The vocabulary is very full, and gives the trans- 
lation of all the idiomatic expressions contained in the text. 

Selected Letters of Voltaire 

Edited for school use by L. C. Syms, Bachelier es Lettres, Licencieen 
Droit de TUniversite de France ; Boys' High School, New York. Cloth, 
i2mo, 249 pp. Price, $0.75. 

Seventy-four of Voltaire's letters, illustrating his style, so familiar 
and eloquent, always correct and clear ; his sparkling wit and sharp 
raillery ; his merciless sarcasm and good-natured mirth ; his keenness 
as a critic ; and his love of tolerance and justice. Numerous bio- 
graphical and explanatory notes, with full vocabulary, accompany the 
text. 
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GERMAN LANGUAGE; Including Beginners' 
Books, Methods, and Grammars , 

Ahn's German Grammar 

Half leather, 

Bernhardt's Deutsches Sprach- und Lese- 
buch, Part I. 

With material for German prose composition and with tables of declen- 
sions and conjugations. By Wilhelm Bernhardt. 
Ph.D., formerly Director of German Instruction in 
the High Schools, Washington, D, C. Cloth, larao 
xiv + 258 pp. Price, $1.10. 

\ REVISED and enlarged edition of Boisen'e 
■**■ First Course in German.. The groundwork 
of this treatise is a series of object and illustrative 
lessons carefully graded, and increasing in interest, 
dignity, and scope, yet keeping within the range of 
the learner's comprehension. These lessons fur- 
nish exercises in conversation and reading, and tests 
in oral and written work. An extensive vocabulary 
is furnished, consisting of common words, which are learned like the 
native words in daily use. 

Bernhardt's Deutsches Sprach- und Lese- 
buch, Part II. 

On the inductive plan, for higher American insiitir.ions of learning. By 
Wilhelm Bernhardt, Ph.D., formerly Director of German Instruction 
in the High Schools, Washington, 1). C. Cloth, l2mo, xi + 143 pp. 
Price, *r.io. 

In this book all the essential features of German grammar are 
duly considered, but whatever is of little consequence to beginners 
has been omitted. The work is based mainly on historical and nar- 
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rative German, and is especially commended to students who wish 
to make rapid progress. The selections are interesting, and cover 
the ground for sight translation usually required by preparatory and 
other secondary schools. 

Bern hard t's German- English Vocabulary 

A vocabulary to both volumes of Deutsches Sprach- und Lesebuch. By 
Wilhelm Bernhardt, Ph.D., formerly Director of German Instruction 
in the High Schools, Washington, D.C. Cloth, i2mo, 118 pp. Price, 
" .75- 



Comfort's First Book in German 

By George F. Comfort, A.M., Professor of Modern Languages, Syra- 
cuse University. Half leather, i2mo, x + 197 pp. Price, $0.60. 

Comfort's German Course 

Adapted to the use of colleges, high schools, and academies. By George 
F. Comfort, A.M., Professor of Modern Languages, Syracuse University. 
Half leather, i2mo, viii + 500 pp. Price, $1.00. • 

Comfort's Manual of German Conversation 

By George F. Comfort, A.M., Professor of Modern Languages, Syracuse 
University. Half leather, i2mo, viii + 239 pp. Price, $0.84. 

Dreyspring's Cumulative Method in German 

By Adolphe Dreyspring, Ph.D. Cloth, 8vo, 253 pp. Price, $1.20. 

A N easy and practical manual for learning to speak and write 
**• German. The method is based upon the theory that in the 
acquisition of a foreign language every available faculty should be 
employed. Accordingly the eye and the ear are made to work to- 
gether in furthering a mutual purpose. By the gradual introduction 
of some seven hundred words in a variety of ways, culminating in an 
interesting story, the student acquires a vocabulary and a facility in 
speaking sufficient for all ordinary purposes. By this method the 
study is made no less entertaining than instructive. 
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Dreyspring's Easy Lessons in German 

By Adolphe Dreyspring, Ph.D. Cloth, 8vo, 123 pp., illustrated. Price, 
$0.60. 

An introduction to the Cumulative Method, adapted to schools 
and to home instruction. In these lessons the grammatical diffi- 
culties are overcome by analogy, from examples given. Sight is 
engaged by the use of pictures, and words are represented in their 
treble aspect of things, action, and quality. The language is unfolded 
by simple vocables drawn from and restricted to the surroundings of 
every-day life. 

Dreyspring's First German Reader 

By Adolphe Dreyspring, Ph.D. Cloth, 8vo, 112 pp., illustrated. Price, 
.60. 



An interesting story, written and illustrated on the same plan as 
the Cumulative Method, and designed to follow the Easy lessons in 
German. This book is intended as a first reader for children learn- 
ing German, and is confined to the concrete. It brings out the 
most prominent features of the grammar. 

Dreyspring's German Verb- Drill 

By Adolphe Dreyspring, Ph.D. Cloth, 8vo, 276 pp. Price, $1.20. 

This volume presents the mechanism of the colloquial and written 
language. The Verb-Drill has been well tested in classes. It awakens 
interest and delight, and affords both rest and diversion. Ten to 
fifteen minutes taken from routine work and given to this exercise 
will not only bring a welcome relief, but will yield surprising results 
in rapid and correct speaking. 

Edgren and Fossler's Brief German Grammar 

With exercises. By Hjalmar Edgren, Ph.D., University of Nebraska, 
and Lawrence Fossler, A.M., University of Nebraska. Cloth, i2mo, 
193 pp. Price, $0.75. 

In less space than is usually devoted to the subject, this book pre- 
sents a treatment adequate to the needs of high school and college 
students or of those of equivalent training. It aims to prepare 
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the way for critical reading, or for practice in 
5g^ writing and speaking, on the basis of a system- 

. atic knowledge of the essentials of German 

* grammar and syntax and the elements of a 

German vocabulary rationally ac- 
^J^^fc quired. In the exercises, which 

Ik aie kept distinct from the gram- 

J^^^^ \ mar, two important subjects are 
W\ introduced — word formation 
^^^^^^^^' and Germ an- English sound re- 
lations. The book adopts the 
■ modem German spelling, and 

REN gives a statement of the dis- 

crepancies between this and the 
possum older orthography. 

Edgren and I'ossWs Brief German I have examined Edgren and Foss- 
Grammar attracts me in many ways : ler's Brief German Grammar with 
first, it is brief ; second, it is adapted much interest. Its brevity and eon- 
to use with mature students ; and last, denseJ statement are striking. The 
it is scholarly, For college students I pages on Grimm's Law and Formation 
know of no short grammar that can of Derivatives seem to roe to merit 
approach it in point, of clear and con- special mention, and will be valuable 
else stLiieir.ents of the more necessary in teaching the practical application of 
and useful principles of German gram- the principles involved. — Lewis A. 
mar,— Georc-e T. Files, 1'rofcssor of RHOADES, Professor of German. Urn- 
German, Bowdoin College. versity of Illinois. 

Gastineau's Conversation Method In German 

For speaking, reading, and writing. By EDMOND Gastineau, A.M.. 
Principal, Gastineau School of Languages, New York. With the assist- 
ance of Rudolf Tohbo, Ph.D., Instructor in German, New York Schools. 
Cloth, tamo, xx + 534 pp. Price, Si. 25. 

Keller's First Year in German 



Uniting and exemplifying the best features of both the gram- 
matical and the imitative or natural methods, this book em* 
Indies the essential principles for the proper teaching of the 
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German language to beginners. Connected reading texts form the 
source and center of the instruction, and are arranged in a gradually 
ascending scale of difficulty. Following these, the lessons contain 
written and oral translations and conversational exercises, which are 
intended to familiarize the student with the vocabulary and drill 
him in the application of the grammatical forms and rules. The 
book includes both a German-English and an English-German 
vocabulary. 

Professor Keller's First Year in Ger- I wish more high schools used such 
man is so practical and easy, so at- a book as Keller's First Year in German, 
tractive and refreshing, that the study I find the pupils from high schools in- 
of German must become a pleasure to sufficiently prepared as a rule to carry 
every beginner using this most felici- outourwork. Such bookswould largely 
tous method. — Hermann C. O. Huss, remedy the lack. It goes at the sub- 
Professor of German, Princeton Uni- ject right-end foremost for a working 
versity. knowledge of the language, especially 

as a basis for actual use in the inter- 

The plan and method of Keller's course of daily life. — Charles Waldo 

First Year in German are evidence Foreman, Instructor in German in 

that the book will give universal satis- Academy, Northwestern University, 
faction. I know of no better text-book 

to introduce a class or private pupil It seems to be well conceived as an 

to the study of German. — Frederick introductory book for young pupils. — 

W. Meisnest, Professor of German, A. R. Hohlfeld, Professor of Ger- 

University of Wisconsin. man, Vanderbilt University. 

Keller's Second Year in German 

By I. Keller, Professor of the German Language and Literature, Nor- 

Clc 



mal College of the City of New York. Cloth, 
i2mo, 388 pp. Price, $1.20. 



|^ 






\ T7TTH scope enlarged, this volume continues 
* * the general plan of the First Year in 
German. The reading matter has been length- 
ened and the vocabulary increased, and in several 
lessons the student is introduced to idiomatic * 

expressions and every-day colloquial German. 
The oral and written exercises here are in Ger- 
man. In the supplementary reading matter are 
added the poems required by the University of 
the State of New York for memorizing in t\ve **-• tk**^*^ 
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second and third years. The German- English and the English- 
German vocabularies are both very full. 

I find in Keller's Second Year in secondary schools. I have never had 

German all the good points of the a class who showed such unflagging 

previous work, and some additional interest and zeal in the study of Ger- 

ones. For pupils in public schools, man, and I ascribe the fact largely 

where at least two years can be devoted to the happy presentation of the 

to elementary work, I know of no subject in Professor's Keller's meth- 

book more likely to produce satisfac- od. — Harriet R. Perry, Teacher 

tory results than this one. — O. B. of German, Lowville (N. Y.) Acad- 

Super, Professor of Modern Lan- emy. 
guages, Dickinson College. 

I know of no German books which 

My present class have begun using combine so much in such small com- 

Keller's Second Year in German, which pass as these two. They possess the 

furnishes as much reading matter as further merit of originality — a rare 

they will have time for this school quality. — Walter W. Haviland, In- 

year. I cannot say enough in praise structor in German, Friends' Select 

of Professor Keller's books for use in School, Philadelphia. 

Ollendorff's Grammar for Germans to Learn 
English 

Including reading, writing, and speaking. By P. Gands, Teacher of 
Modern Languages, Frankfort-on-the-Main. Half leather, i2mo, 599 pp. 
Price, $1.05. 

Ollendorff's Method of Learning German 

Including reading, writing, and speaking. To which is added a sys- 
tematic outline of German grammar. By G. J. Adler, A.M., late Pro- 
fessor of the German Language and Literature, University of the City of 
New York. Half leather, i2mo, xv 4- 510 pp. Price, $0.87. 

Key to the same. 182 pp. Price, $0.70. 

Worman's Collegiate German Reader 

By J. H. Worman, Ph.D. Cloth, i2mo, 461 + 145 pp. Price, $1.25. 

A choice compilation of literature from the classical writers, in- 
cluding Schiller's Jungfrau von Orleans and Goethe's Iphigenie auf 
Tauris complete. In addition are included biographical sketches of 
the authors, explanatory and philological notes, grammatical refer- 
ences, and an adequate vocabulary. 



GERMAN LANGUAGE 159 

Worman's Complete German Grammar 

By J. H. Worman, Ph.D. Cloth, i2mo, 591pp. Price, $1.40. 

Like the Elementary German Grammar, this complete grammar 
of the German language presents, though in a more comprehensive 
manner, exercises and readings well chosen for their purpose; 
conversations and paradigms; and an adequate vocabulary, in the 
English-German part of which the synonymical significations of the 
German words are given. 

Worman's Elementary German Grammar 

By J. H. Worman, Ph.D. Cloth, i2mo, 297 pp. Price, $1.00. 

This volume furnishes for beginners an easy and systematic intro- 
duction to the German language. It makes use of exercises, readings, 
conversations, and paradigms, and has a full vocabulary. 

Wor man's Elementary German Reader 

By J. H. Worman, Ph.D. Cloth, 121110, 145 pp. Price, $0.90. 

Readings in prose and verse, carefully selected from the best 
authors, and especially adapted to the needs of the beginner. The 
selections are well graded, and furnish a rich store of words, idioms, 
and expressions of every kind. At the end of the book are copious 
explanatory notes and a complete vocabulary. 

Worman's First and Second German Books 

By J. H. Worman, Ph.D. In one volume. Cloth, i2mo, 63 -h 84 pp., 
illustrated. Price, $0.75. 

Wor man's First German Book 

By J. H. Worman, Ph.D. Boards, i2mo, 63 pp., illustrated. Price, $0.30. 

Intended for beginners wishing to learn the spoken language of 
Germany. The distinctive features of the method are Pestalozzian, 
a.nd the language is taught without the help of the learner's ver- 
nacular, but by direct appeal to illustrations of the object mentioned. 
The book is adapted for use in schools and for se\iAi^\x\xc.\!vo^., 
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Worman's German Echo 

By J. H. Worman, Ph.D. Cloth, i2mo, 203 pp. Price, $0.90. 

A manual of conversation for practice in speaking German, 
arranged in a series of dialogues, with an extensive vocabulary of 
words and expressions in common use. It presupposes an ele- 
mentary knowledge of the language, such as may be acquired from 
the author's First German Book. The book teaches the student not 
to translate his thoughts, but to think in German. 

Worman's Second German Book 

By J. II. Worman, Ph.D. Boards, i2mo, 84 pp., illustrated. Price, $0.40. 

The second book follows the first in course, but may be used in- 
dependently of that, and with or without any other text-book. It 
adheres to the principles of the natural method, and is written entirely 
in German. Grammar, instead of being . ignored, is taught in both 
the first and second books in order to enable the learner to speak 
accurately, and to prepare him for more advanced study. 
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Arnold. Ein Regentag auf dem Lande 

By Hans Arnold. Edited for school use by A. J. W. Kern. Cloth, 
i2mo, 92 pp., with vocabulary. Price, $0.25. 

TTANS ARNOLD is the pen-name of Mrs. Von Bulow, who has 
•*- -* produced many short stories marked by keen observation and 
exquisite expression. The present volume is a truthful and humor- 
ous description of life in a crowded country house on a rainy day. 
The book contains a vocabulary. 

These editions of easy German read- notes, perhaps" preferable in such cdi- 

ing matter (modern German texts) tions to the more voluminous annota- 

possess many points of superiority — for tions added after the German text." 

example, the excellent and clear print ; Carl Osthaus, Associate Professor 

the few, but precise and useful, foot- of German, University of Indiana. 
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Bau m bach. Im Zwielicht 

Edited by Wilhelm Bernhardt, Ph.D. 

Vol. I. First Readings in German Prose. Cloth, i6mo, 

vii + 212 pp., witli vocabulary. Price, $0.65. 

Vol. II. Intermediate Readings in German Prose. 

Cloth, i6mo, v + 209 pp., with vocabulary. Price, $0.65. 

*T*HESE short stories, selected from Baumbach's Marchen und 
-*• Erzahlungen, are good examples of the characteristic work 
of one of the most original, sympathetic, and fascinating of modern 
German writers. In each volume the text is accompanied by copi- 
ous notes and a complete vocabulary. Vol. I., intended for ele- 
mentary reading, contains forty pages of oral exercises in German. 

Baumbach and Wildenbruch. Es War Einmal 

Edited by Wilhelm Bernhardt, Ph.D. Cloth, i6mo, v + 174 pp., 
with vocabulary. Price, $0.65. 

/~|"*HIS is a collection of modern fairy tales selected from the writ- 
■■* ings of Rudolf Baumbach and Ernst von Wildenbruch. It is 
a book for beginners, and has English notes and a German-English 
vocabulary. In these tales appear the dainty and inventive grace 
and the keenness and spontaneity of wit which have made their 
authors so popular among readers of all classes. 

I shall endeavor to find place for one has my best wishes for deserved success. 
or more of them in class. I can also The books which compose it are re- 
recommend them cheerfully to teachers markably well edited. — Edward S. 
seeking for elementary texts in Cier- Joynks, Professor of Modern Lan- 
man. Your modern language series guages, South Carolina College. 

Bernhardt. Preudvoll und Leidvoll 

Edited by Wilhelm Bernhardt, Ph.D. Cloth, i2mo, v + 123 pp. 
Price, $0.65. 

Seven short stories by Emil Peschkau, Ernst von Wildenbruch, 
Heinrich Seidel, Rudolf Baumbach, Helene Stokl, and Helene von 
Gotzendorff-Grabowski. Both humorous and sentimental subjects 
were chosen for their rich vocabulary, their elegant style, and 
their interesting subject-matter. The suggestive notes pay close 
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attention to the etymological relation of the English and German 
languages. 

Bernhardt. Deutsche Litteraturgeschichte 

By Wilhelm Bernhardt, Ph.D., formerly Director of German Instruction 
in the High Schools, Washington, D. C. Cloth, 8vo, iv + 99 pp. 
Price, $0.75. 

A SHORT history of the poetical literature of Germany from the 
earliest times to the present, with notes indicating further lines 
of research. It is a compendium for school and home. The out- 
lines here given furnish an attractive exposition of the development 
and character of German poetical literature and of its place among 
the literatures of the world. 

Conant. Primer of German Literature 

(See Harper's School Classics.) 

Ebner- Eschenbach . Krambambuli 

Krambambuli by Marie v. Ebner-Eschenbach. Memoiren eines Offi- 
zierburschen by A. Oskar Klaussmann. Edited for school use by A. 
W. Spanhoofd. Cloth, 12 mo, 77 pp., with vocabulary. Price, $0.25. 

*T*HE first story is that of a faithful dog which proves its fidelity 
-*• under circumstances of dramatic interest. The second tells 
of a German orderly who takes decided means to punish an over- 
bearing sergeant. Both combine humor with pathos, and both will 
appeal strongly to the young reader. A vocabulary is included. 



I think your German texts are ex- 
cellent — just the thing for classes in 
German. I recommend them most 
heartily to secondary schools. — George 
R. Kleeberger, President, State Nor- 
mal School, St. Cloud, Minn. 

Your modern German texts are a 
move in the right direction. I agree 
with the editors of the different books 
in my possession that grammatical 
notes ought to be relegated to where 
they belong — to the grammar, espe- 
cially as every competent instructor is 



able to attend to that subject himself 
whenever and wherever he may sec fit 
I appreciate the footnotes especially; 
for several reasons I consider them 
much more practical and beneficial 
than notes somewhere at the back of the 
book. The special vocabulary, too, 
which I find in every one of the books, 
meets with my own view, in so far as it 
gives those words only with which the 
student is not likely to be acquainted 
at the time he is ripe for the book.— 
Frederic Wespy, Professor of Mod- 
ern Languages, Tulane University. 
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Freytag. Die Journalisten 

Lustspiel in vier Akten. By Gustav Freytag. Edited for school use 
by J. Norton Johnson, Ph.D. Cloth, i2tno, 171 pp., with vocabulary. 
Price, $0.35. 

^TpHIS is one of the best German nineteenth-century comedies, 
•*" and has been officially indorsed by the Modern Language 
Association for preparatory work. It ranks, perhaps, next to Les- 
sing's Minna von Barnhelm. In humor and character drawing, and 
in skillful use of the language, it shows the true artist. Its colloquial 
character especially adapts it to class work. All needful help is 
rendered by the footnotes and vocabulary. 

I find your German texts especially fort to the eye. — Ellen Hinsdale, 
attractive, particularly the beautiful Professor of German, Mount Holyoke 
type, which is both a delight and com- College. 

Groller. Inkognito 

Inkognito by Baldvin Groller. Cand. phil. Lauschmann, by P. 
Albersdorf. Edited for school use, with materials for German prose 
composition, by Max Lentz, Paterson Military School. Cloth, i2mo, 
118 pp. Price, $0.30. 

'THHESE two stories are particularly attractive because of their 
•*■ healthy humor and because of the interesting pen picture of 
German student life presented in the latter. Both are suitable for the 
use of pupils who have attained an elementary knowledge of German. 
Besides a complete vocabulary and numerous notes containing all the 
explanations necessary for a full understanding of the text, the 
author has added a set of exercises for drill in prose composition. 

We have found the modern German works. The editing is well done. — 

texts extremely valuable for supple- Ernest A. E(;cjers, Professor of Ger- 

mentary reading ; they contain some man Language and Literature, Ohio 

of the choicest specimens of modern State University. 

Heyse. Anfang und Ende 

By Paul Heyse. Edited for school use by Max Lentz, Paterson Mili- 
tary School. Cloth, i2mo, 105 pp. Price, $0.30. 

This charming little story has been selected for school reading 
by the Modern Language Association, not only on account of 
the exceptionally large variety of words and the great number oi 
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idioms presented in the text, but especially because it offers a 
characteristic specimen of refined and animated German conversa- 
tion. The few suggestions and helps necessary for the student are 
included in the footnotes and vocabulary. 

The new series of modern German vocabulary at the end of the books is 

texts contains highly interesting sufficient and the notes are essential, 

stories, which, when once begun, will — C. A. Meyer, Teacher of German, 

be read through by the pupil. The High School, Albany, N. Y. 

Heyse. Das Madchen von Treppi and Marion 

By Paul Hevse. Edited by Wilhelm Bernhardt, Ph.D. Cloth, 
i2mo, 136 pp., with vocabulary. Price, $0.30. 

>T*HESE two novelettes, brought together for use in school and 
-*• college, are strongly representative of the author's power and 
style. They bring into view all his best qualities, and have received 
official recommendation from the Modern Language Association for 
preparatory reading. The requisite helps are supplied in the notes 
and the vocabulary. 

I seems to me that you have struck notes and vocabulary, and this is what 
the nail on the head. We do not want you are giving us. The books are ex- 
costly editions with long and exhaus- cellent in every way. — J. H. Gorreli., 
tive introductions ; but our need is for Professor of Modern Languages, 
inexpensive publications, with helpful Wake Forest College. 

Heyse. L'Arrabbiata 

By Paul Heyse. Edited for school use, with material for prose composi- 
tion, by Max Lentz, Paterson Classical and Scientific School. Cloth, 
i2mo, 87 pp., with map and vocabulary. Price, $0.30. 

/^\NE of Heyse's most attractive stories, remarkable for its highly 
^^ poetical idea, and recommended by the Modern Language 
Association for reading preparatory to college. Great care has been 
taken to make the text, the vocabulary, and the material for German 
prose composition all that they should be, in view of the fact that 
this is generally one of the first texts read by the student. 

I read last year with my German not fail to order during the next school 

classes several of your newly published year most of the German books which 

series of modern German texts, and you refer to in your letter. — Otto 

can assure you that it gave me, as well llocn, Teacher of German, Dr. Sachs's 

as the pupils, great pleasure. I shall Collegiate Institute, New York City. 
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Hillern. Hoher als die Kirche 

By Wilhemine von Hillern. Edited for school use by F. A. Dauer, 
Geneva Normal School, Geneva, O. Cloth, i2mo, 94 pp., with vocabu- 
lary. Price, $0.25. 

T ONG a favorite in American schools, this little story is intensely 
■*— * German in spirit and setting. The interest of the plot and 
the simplicity of style well fit it for early study. Historical allusions 
. and idioms are adequately treated in the footnotes and vocabulary. 
The Modern Language Association has included this story in its list 
of readings suitable for elementary work. 

Your German texts are very attrac- them for elementary work in German, 
tive, and are excellent books for easy — Mary C. Lord, Teacher of Ger- 
translation. I cordially recommend man, Lenox College, Hopkinton, la. 

Keller. Bilder aus der Deutschen Litteratur 

By I. Keller, Professor of the German Language and Literature, Nor- 
mal College of the City of New York. Cloth, i2mo, 225 pp. Price, 
$0.75. 

TN twenty-one chapters this book gives a survey of the language and 
**■ literature during the most important epochs, and briefly sum- 
marizes the chief works of the principal authors, with ample illus- 
trative quotations. The book has been so worded as to make it 
suited for sight reading for those having a fair knowledge of German. 

I have read the Bilder aus der where near equal to them. — Marie 

Deutschen Litteratur with a great deal SchON, Instructor in German, Uni- 

of interest. It seems to me that Pro- versity of Minnesota. 
fessor Keller has done his task very 

skillfully, and I think his book may Keller's Bilder aus der Deutschen 

be used profitably as a reader with Litteratur is a helpful work. I may be 

advanced classes. It is especially able to use it next year as a basis for 

adapted as an introduction to courses my lectures in German literature. — 

in the history of German literature. — Lewis A. Rhoades, Professor of 

E. R. Ruggles, Professor of German German, University of Illinois. 
Language and Literature, Dartmouth 

College. I find Keller's Bilder aus der 

Deutschen Litteratur an excellent book 

I am greatly pleased to find that for introducing pupils to the history 

Kleller's First Year in German and and development of German litera- 

Bilder aus der Deutschen Litteratur, ture, and hope to make use of it as 

aach in its line, fills its exact pur- opportunity occurs. — E. Wessel- 

pose. I have not yet found any other hoeft, Instructor in German, Uni- 

books in the American market any- versity of Pennsylvania. 
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Leander. Traumereien an Franzosichen Ka- 
mi nen 

By Richard von Volkmann-Leander. Edited for school use by 
Amalie Hanstein, Teacher of German, Packer Collegiate Institute, 
Brooklyn, N. Y. Cloth, i2mo, 172 pp., with vocabulary. Price, $0.35. 

npHESE tales were written by the author for his own children, and 
-** sent to them in letters from his post in the Prussian army dur- 
ing the siege of Paris. They give a clear insight into the child life 
of Germany, and are particularly recommended for young readers 
by the Modern Language Association. The notes are copious and 
the vocabulary is very complete. 

Lessing. Minna von Barnhelm 

Oder Das Soldatengliick : ein Lustspiel in fttnf Aufziigen. By GoTTHOLD 
Ephraim Lessing. Edited for school use by M.B. Lambert, Instructor 
in German, Boys' High School, Brooklyn, N. Y. Cloth, i2mo, 159 pp., 
with vocabulary. Price, $0.50. 

*T^HIS, the first great German drama to deal with contemporary 
■*• events, remains to this day one of the foremost comedies of 
German literature. By the clearness, directness, and terseness of 
its style it is eminently suited for young readers, and has been rec- 
ommended for reading preparatory to college by the Modern Lan- 
guage Association. The notes and vocabulary have been prepared 
especially to aid in rapid reading. 

Prehn. Journalistic German 

Selections from current German periodicals. Edited by August Prehk, 
Ph.D., Columbia Grammar School, New York. Cloth, i2mo, 208 pp-. 
with vocabulary. Price, $0.50. 

TJROVIDES reading material treating of many sides of life. The 
•** selections have been taken from German periodicals of the 
highest class, and illustrate the present use of the language as well as 
the present conditions of life. The book meets the demand for j 
available literature concerning the doings and events of the most 
modern times, and discusses the great facts of invention, discovery! 
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commerce, and industry. It shows the German as a progressive, 
energetic, modern factor in the development of the world's civilization. 

The idea is so practical that it is a It is a good idea to provide reading 

wonder it was not thought of before, material treating of many sides of 

The book is especially fitted for students German life. The selections are very 

in journalistic and economical courses, good, and the vocabulary is complete. 

— Daniel B. Shumway, Instructor in I expect to introduce it. — W. H. 

German, University of Pennsylvania. Rosenstengel, Professor of German 

Language and Literature, University 

It is an excellent book, and the of Wisconsin, 
selection of material is very fortunate, 

covering, as it does, so many sides of Journalistic German is an excel- 

modern German life. The book, owing lent little book, such a one as I 

to its many striking advantages, its wished to have long ago. The German 

neat and pleasing appearance, and its used in the newspapers and in the or- 

very moderate price, should meet with dinary ways of life should be given to 

marked success. I shall introduce it. pupils more than is done at pres- 

— Edwin C. Roedder, Instructor in ent. — Jacob Lehmann, Instructor in 

German, University of Michigan. German, Girls' High School, Boston. 

Ranke. Kaiserwahl Karl's V. 

(1519) Ein Kulturbild der Cbergangszeit vom Mittelalter zur Neuzeit. By 
Leopold von Ranke. Selected and edited, with an introduction and 
notes, by Hermann Schoenfeld, Ph.D., Professor of German and of 
Continental History, Columbian University, Washington, D. C. Cloth, 
i2mo, 94 pp. Price, $0.35. 

TNASMUCH as Ranke is universally considered not only a writer of 
A classic prose, but also one of the foremost German historians, 
this little book cannot fail to be of interest to literary students. 
With them in mind, the editor has given a somewhat thorough treat- 
ment of German etymology, because it is always interesting to those 
who speak English to be reminded of the essential unity of the two 
sister languages. 

Richter. Selections 

Selections from the works of Jean Paul Friedrich Richter. Edited, with 
introduction and notes, by George Stuart Collins, Ph.D., Professor 
of the German Language and Literature, Polytechnic Institute of Brook- 
lyn, N. Y. Cloth, i2mo, 163 pp. Price, $0.60. 

The editor has chosen these selections for students who have at- 
tained a certain mastery of the language. Each represents some 
feature of Jean Paul's many-sided genius and varied style. Many 
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of them are here edited for the first time for class reading. The 
general and special introductions and linguistic notes are very use- 
ful ; the vocabulary is very complete. 

Riehl. Der Pluch der Schonheit 

By W. H. Riehl. Edited for school use by Mary A. Frost, of the Ger- 
man Department, Smith College. Cloth, i2tno, 107 pp., with map and 
vocabulary. Price, $0.30. 

A N historical story recommended by the Modern Language Asso- 
***- ciation. It puts the reader twice in debt — once for its vivid 
picture of the confused conditions of the Thirty Years' War, which 
serves as the historical framework of the story; and again for its 
hero, who is a very noble creation. The book is adapted for pupils 
who have had one year's work in German. It contains a vocabulary. 

Riehl. Die Vierzehn Nothelfer and Trost urn 
Trost 

By W. II. Riehl. Edited for school use by K. E. Sihler, Mount Ilol- 
yoke College. Cloth, i2mo, 125 pp., with vocabulary. Price, $0.30. 

Different phases of the author's genius are shown by these two 
stories, which are taken from his Aus der Ecke, and furnish excel- 
lent reading for students who are somewhat advanced. Contrasting 
situations of humor, tenderness, and tragedy lend a varied interest to 
the book. A vocabulary is included in the volume. 

Schanz. Der Assistent and Other Stories 

Der Assistent : Aus der Tanzstunde ; Ein Schwalbenstreich. By Frida 
Schanz. Edited for school use by A. Beinhorn, The Lincoln School, 
Providence, R. I. Cloth, i2mo, 140 pp., with vocabulary. Price, $0.35. 

TJ ECAUSE of their purity and beautiful style, these stories are par- 
-*-* ticularly notable ; for students just beginning to read Ger- 
man, they provide easy and interesting reading. The English exer- 
cises for translation into German are based entirely on the text, and 
prepare pupils for further work in prose composition. A vocabulary 
completes the book. 
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Schiller. Gustav Adolf in Deutschland 

1630-1632. From Schiller's History of the Thirty Years' War. By 
Friedrich Schiller. Edited by Wilhelm Bernhardt, Ph.D. Cloth, 
i2mo, viii 4- 143 pp., with vocabulary, illustrated. Price, $0.45. 

T^ROM Schiller's History of the Thirty Years' War— seldom, if 
*• ever, on account of its length, used in the schoolroom, though 
otherwise eminently fitted for it — the author has selected for this 
book that part of the work which is most generally interesting, the 
account of the Swedish Period, a time made heroic by- the presence 
of Gustavus Adolphus. On points of history, grammar, and style 
the notes give all necessary assistance. The vocabulary is adequate. 

Seidel. Der Lindenbaum and Other Stories 

Der Lindenbaum ; Die Alte Gouvernante ; Daniel Siebenstern. By IIein- 
rich Seidel. Edited for school use by Ernst Richard, Ph.D., Director 
of the Hoboken Academy, Hoboken, N. J. Cloth, i2mo, 71 pp., with 
vocabulary. Price, $0.25. 

*T*HESE stories, as brought together here, show the famous author 
■*• from his most amiable side. Der Lindenbaum tells of an es- 
cape from one of the revolutionary prisons of 1848. Die Alte Gou- 
vernante and Daniel Siebenstern show two quiet scenes in a great 
city. They are all gems of easy and natural style. At the end of the 
book is a vocabulary. 

Seidel. Die Monate 

By Heinrich Seidel. Edited for school use by R. Arrowsmith, Ph.D. 
Cloth, i2mo, 72 pp., with vocabulary. Price, $0.25. 

T OVE of nature and delicate humor pervade this tale, and it is 
•■— ' told in the author's happiest style, in graceful language, and 
with a simplicity which leaves little room for difficulties. The vo- 
cabulary, which assumes the student's acquaintance with the com- 
moner words of the language, contains much help in construction 
and idiom. 
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Seidel. Herr Omnia 

By Heinrich Seidel. Edited for school use by J. Matthewman, In- 
structor in Modern Languages, Cheltenham Military Academy, Ogontz, 
Pa. Cloth, 1 2 mo, 85 pp., with vocabulary. Price, $0.25. 

"^TO more charming tale than this has been written by Seidel. It 
**" ' is a faithful portrayal of the hearty simplicity of German life, 
and is illuminated by the play of gentle humor. The assistance in 
the footnotes and the vocabulary is sufficient for the needs of a 
careful student with a fair knowledge oi the commoner words and 
idioms of the language. 

Seidel. Leberecht HUhnchen und andere 
Sonderlinge 

By Heinrich Seidel. Selected and annotated for use in schools and 
colleges by Wilhelm Bernhardt, Ph.D. Cloth, 8vo, 75 pp., with 
vocabulary. Price, $0.50. 

TN this volume six stories by Seidel are given, which £>r. Bernhardt^ 
-*■ annotations and the vocabulary supply with sufficient elucida- 
tion. Here, especially in Leberecht Huhnchen, the author is seen 
at his best. This character sketch is a delightful presentment of one 
who knew the art of being happy. 

Spyri. Rosenresli and Der Toni von Kan- 
dergrund 

By Johanna Spyri. Cloth, i2mo, 77 pp. Price, $0.25. 

Two charming stories about children and for children. They are 
full of interest, and because of their simple style well suited for 
elementary reading. 

Stern. Geschichten vom Rhein 

By Menco Stern. Cloth, i2mo, 272 pp., with maps and vocabulary. 
Price, $0.85. 

A collection of delightful descriptive stories, providing inter- 
esting material for German reading, conversation, and composition. 
The tales begin at the sources of the Rhine and follow the course 
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of the river to its mouths, making a continuous story. Through 
them the student has an opportunity to become acquainted with 
many geographical, historical, and literary facts, and has his interest 
awakened in German traditions and customs. 



Stem's Geschichten vom Rhein is a 
most valuable contribution to the ma- 
terial available for German classes. 
The idea is as novel as the execution is 
good. I shall introduce the book as 
soon as the first opportunity offers. — 
Hermann Schoenkeld, Professor of 
German, Columbian University. 

Stifter. Das Heidedorf 



I have examined Stern's Geschichten 
vom Rhein and come to the conclusion 
that it is an excellent book to read with 
my first year class. I have told the 
students to order their copies. — A. 
Lodeman, Instructor in Modern Lan- 
guages, Michigan State Normal Col- 
lege. 



By Adalbert Stifter. Edited for school use by Max Lentz, In- 
structor in Modern Languages, Paterson Classical and Scientific School. 
Cloth, i2mo, 80 pp., with vocabulary. Price, $0.25. 

QTIFTER'S reputation rests largely on his exquisite studies of 
^ nature, and his style is marked by tranquillity and delicacy of 
thought. His language may be called pure German, since it is 
almost free from foreign words. From the commonest and most 
insignificant objects, as shown in Das Heidedorf, he obtains the rarest 
effects. A vocabulary is included. 

I am greatly pleased with your series upon the work or arrangement of this 

of German texts. The text is clear, series as illustrated in the copy of Stif- 

the scholarship displayed is the best, ter's Das Heidedorf. The books 

and I can conceive of no suggestion deserve a wide use. — E. J. Moore, 

that can be offered that will improve President, Western Reserve Seminary. 

Storm. Immensee 

By Theodor Storm. Edited for school use by F. A. Dauer, Geneva 
Normal School, Geneva, Ohio. Cloth, i2mo, 85 pp., with vocabulary. 
Price, $0.25. 

OF all Storm's short stories this has been perhaps the greatest 
favorite with the German people, having gone through thirty 
editions since its first appearance in 1852. Its popularity is due to 
the simplicity of style, the graceful language, tender sentiment, and 
the love of nature. It was undoubtedly because of this that the story 
received the approval of the Modern Language Association. The 
book is completed by the addition of a vocabulary. 
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Wilbrandt. Der Meister von Palmyra 

Dramatische Dichtung in fiinf AufzUgen. By Adolf Wilbrandt. Ed- 
ited, with introduction and notes, by Theodore Henckels, Morton Pro- 
fessor of Modern Languages, Middlebury College. Cloth, i2mo, 212 pp. 
Price, $0.80. 

^TpHIS is undoubtedly one of the few real masterpieces of modern 
"*- German literature, and cannot fail to prove most enjoyable 
to students who have acquired a good reading knowledge of the lan- 
guage. It is highly poetic and uniformly lofty in tone ; its language 
throughout is refined and chaste. The present edition has received 
the special consent and assistance of the author. 

Zschokke. Der Zerbrochene Krug 

By Heinrich Zschokke. With English notes by Bernard Roelker, 
A.M., late Instructor in German, Harvard University. Cloth, i2rao, 33 
pp. Price, $0.25. 

HT SCHOKKE has a deserved popularity on account of his lively 
*—* imagination, vivacity of style, and power in character sketching. 
All difficult constructions in this delightful little story are explained 
in the English notes. The Modern Language Association has offi- 
cially recommended it for elementary work. 
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Foresti's Italian Reader 

Crestomazia Italiana : a collection of selected pieces in Italian prose, de- 
signed as a class reading book for beginners in the study of the Italian 
language. By E. Felix Foresti, LL.D., Professor of the Italian Lan- 
guage and Literature, Columbia College, and University of the City of 
New York. Half leather, i2mo, 298 pp. Price, $1.05. 

A collection of pleasing and useful selections from the best Ital- 
ian writers, enlisting the sympathy and interest of the reader, and 
characterized by depth of thought and freshness and vigor of 
style. To facilitate the progress of the student in the rendering of 
the more difficult idiomatic forms and phrases, a glossary is added 
to each selection. 
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Ollendorff's Method of Learning Italian 

Including reading, writing, and speaking. With additions and correc- 
tions by Felix Foresti, LL.D., Professor of the Italian Language and 
Literature, Columbia College, and University of the City of New York. 
Half leather, i2mo, xii + 533 pp. Price, $1.05. 

Key to the same. 183 pp. Price, $0.70. 

Smith's Italian Principia. Part I. 

A first Italian course, containing grammar, delectus, and exercise book, 
with vocabularies. Cloth, i2mo, vi + 221 pp. Price, $0.75. 

Smith's Italian Principia. Part II. 

A first Italian reading book, containing fables, anecdotes, literary essays, 
tales, history, dialogues, comedies, letters, poetry, with grammatical ques- 
tions, notes, syntactical rules, arid a dictionary. Cloth, i2mo, xi + 218 
pp. Price, $0.90. 
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SPANISH LANGUAGE: Including Beginners' 
Books, Methods, and Grammars 

Garner's Spanish Grammar 

For the use of schools and colleges. By Samuel Garner, Ph.D., recently 
Professor of Modern Languages, United States Naval Academy. Cloth, 
i2mo, 415 pp. Price, $1.25. 

HP HIS grammar contains a clear and concise outline of the essen- 
-*• tial features of the language, and is distinguished from other 
books of its kind by the omission of unimportant details. Besides the 
clear exposition of grammar and syntax, it includes exercises com- 
bining drill upon grammatical points with practice in translation, 
pronunciation, and conversation, and at the same time affords ample 
work in memorizing. The reading exercises contain easy and familiar 
dialogues and selections, together with newspaper extracts, which are 
particularly valuable in acquiring a practical knowledge of the lan- 
guage. An especially serviceable feature is the insexXknv oi tkjhx&vs^ 
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business letters and forms, together with forms of address, epistolary 
formalities, and Spanish abbreviations. English and Spanish vocabu- 
laries complete the book. No other grammar now published offers 
so attractive an introduction to the study of commercial and social 
life of Spanish-speaking countries. 

It is far and away the best and fullest cided to introduce it at once. It will, 
grammar put upon the market. The with its wealth of illustrations, make 
treatment of the various topics is as full an admirable review to the work al- 
as need be, and the arrangement, with ready done by the class and round out 
selections for reading, makes it a capital the year's course. — Albert B. John- 
book for class use. It is bound to sup- son, Assistant Professor of Romance 
plant any book now accessible forEng- Languages, Brown University. 
lish-speaking students, and ought to 

hold its place for years to come. I take As a working grammar for students, 

pleasure in recommending it, and if Garner's Spanish Grammar is the best 

opportunity arises I shall certainly book that I have seen. One especially 

make use of it. — Zelotes Wood useful feature is the practical character 

Coombs, Assistant Professor of Mod- of the reading lessons which it con- 

ern Languages, Worcester Polytech- tains. The pupil will find there pre- 

nic Institute. cisely the kind of reading matter that 

is most useful to him. — O. B. Super, 

I am so much pleased with Garner's Professor of Romance Languages, 

Spanish G ram mar that 1 have de- Dickinson College. 



Monsanto and Languellier's Practical Spanish 
Course 

V>y II. M. Monsanto, A.M., late Assistant Professor, United States Naval 
Academy, and Louis A. Langueluer, LL.D., late Tutor, College of 
the City of New York. Half leather, i2mo, 398 pp. Price, $1.25. 

A series of practical lessons giving a thorough knowledge of the 
language and containing examples in illustration of grammatical prin- 
ciples, Spanish-English exercises, and vocabularies. 

Traub's Spanish Verb 

With an introduction on Spanish pronunciation. By Peter E. Travb, 
First Lieutenant, First United States Cavalry, Assistant Professor of 
French, United States Military Academy. Under the direction of Pro- 
fessor E. E. Wood, Department of Modern Languages, United States 
Military Academy. Cloth, Svo, vii -Y 209 pp. Price, $1.00. 

A treatise on the verb and the pronunciation, the prime factors 
of a knowledge of the Spanish language. It embodies the system in 
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vogue at the United States Military Academy, whereby a thorough 
knowledge of the essentials of Spanish is imparted to the cadet 
within three months. The portion treating of pronunciation is in 
accord with the latest teaching of the Spanish Academy, ^nd takes 
into account the peculiarities attending the Spanish-American speech 
as found to-day in our island possessions. The system followed in 
the treatment of the verb is that of constant repetition, every verb 
with its English translation being fully written out. 

I consider Traub's Spanish Verb an His chapter on the Spanish pronun- 

admirable contribution to the helps for ciation is most clear and pointed. — 

the study of the Spanish language. — H. Parker Williamson, Assistant in 

Moritz Levi, Assistant Professor of Romance Languages, University of 

French, University of Michigan. Chicago. 

Traub's Spanish Verb is a most use- It is a very clear exposition of Span- 

ful book and clearly written. I agree ish accent and that most difficult ele- 

with him that verbs are the essential, ment in the language, the verb. It 

and one must know his verbs perfectly, must prove of great assistance to teach- 

The book is in advance of those in ers and students of Spanish. — Theo- 

other languages. The author presup- pore Ely Hamilton, Department 

poses nothing on the student's part, of Romance Languages, University of 

and he shows his wisdom thereby. Missouri. 

Wormati's First Spanish Book 

By J. H. Worman, Ph.D., and H. M. Monsanto, A.M. Boards, i2mo, 
95 pp. Price, $0.40. 

On the same plan as the First German and First French books. 
It teaches directly by illustration, contrast, association, and natural 
inference. All other means employed are accessory or supplementary 
to these. The exercises grow out of pictured objects and actions, 
and the words are kept so constantly in mind that no translation 
is required to fix their meaning. In this way the language is learned 
without the use of English. 

Worman's Second Spanish Book 

By J. H. Worman, Ph.D., and CXrlos Bransby. Boards, i2mo, 
92 + vi pp. Price, $0.40. 

More advanced than the first Spanish book, and intended to 
follow it. Proverbs, fables, short stories, and brief extracts from the 
Spanish classics are all judiciously introduced. 
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Alarcon's El Capitan Veneno 

By D. Pedro A. de Alarc6n. Edited, with notes and vocabulary, by 
George Griffin Brownell, Professor of Romance Languages, Uni- 
versity of Alabama. Cloth, i2mo, 143 pp. Price, $0.50. 

*T*HIS is the first of a series of modern Spanish texts now in 
■^ preparation and soon to be published. El Capitan Veneno 
is a good example of the author's humor, and, because of its simple 
style, is admirably suited for class reading. A portrait of the author 
and a sketch of his life, with a brief historical preface giving an 
account of the political conditions in Spain at the time of the story, 
prepare the student for appreciative reading. The footnotes through- 
out the book explain difficult constructions, besides giving all the 
needful help for the understanding of allusions to Spanish customs 
and history. A complete vocabulary is included. 



Conant's Primer of Spanish Literature 

(See Harper's School Classics.) 



Ancient Languages 



LATIN 

LATIN LANGUAGE: Including Beginners' Books, 
Grammars, Composition Manuals, and Dictionaries 

Anthon's Latin Dictionary 

A Latin-English and English- Latin dictionary for the use of schools. 
Chiefly from the lexicons of Freund, Georges, and Kaltschmidt. By 
Charles Anthon, LL. D., Professor of the Greek and Latin Languages, 
Columbia College. Sheep, small 4to, x + 1,260 pp. Price, $2.50. 

Arnold's First and Second Latin Book 

and practical grammar. By Thomas K. Arnold. Corrected and re- 
vised from the first American edition by J. E. Mulholland, formerly 
Professor of Languages, R. C. High School, Philadelphia. Cloth, 12 mo, 
416 pp. Price, $1.00. 

Arnold's Latin Prose Composition 

A practical introduction. By Thomas K. Arnold. Corrected and re- 
vised from the first American edition by J. E. Mulholland, formerly 
Professor of Languages, R. C. High School, Philadelphia. Cloth, i2mo, 
415 pp. Price, $1.00. 

Key to the same. 64 pp. Price, $0.60. 

TN the present edition particular stress has been laid upon the 
■*■ sequence of tenses and the conditional propositions. The mat- 
ter has been unified by means of references, and so arranged as to 
be easily comprehended by the ordinary student. In addition to 
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the English exercises for translation into Latin and the full and 
carefully prepared vocabularies, the lessons contain the chief rules 
and principles of Latin syntax. 



Coy's Latin Lessons 

For beginners. By E. W. Coy, Ph.D., Principal, Hughes High School, 
Cincinnati. Cloth, i2mo, 336 pp., illustrated. Price, $1.00. 

TN this book the pupil is introduced at once to 
-*" good connected Latin reading and is given a 
thorough knowledge of the commoner forms and 
simpler construct i ons of the language. Short selec- 
tions, forming the basis of the lessons, are pre- 
» sented in order from Viri Romae, Nepos' Life of 

Timoleon, and The Last Struggle for Gallic Free- 
dom under Vercingetorix, taken from the close of 
the seventh book of Caesar's Gallic War. Each 
lesson contains an exercise for translation at sight 
and one in English to be turned into Latin. The 
book furnishes material for the first year's work, and is complete in 
itself, all grammatical forms, rules, and explanations needed being 
given with the lessons. Special and general vocabularies are included 
in the volume. 



k. w. COY 



It is an excellent book, well com- 
posed on the best plan for such a 
purpose. — Wm. H. Packard, Profes- 
sor of the Latin Language and Lit- 
erature, Princeton College. 

The plan is a good one, and carried 
out in its details in a way that indicates 
accurate scholarship and considerable 
experience in teaching Latin. — E. P. 
Crowell, Professor of Latin Lan- 
guage and Literature, Amherst Col- 
lege. 

I have taught classes and individ- 
uals the elements of Latin for over 
twenty-five years ; I believe that I can 
teJJ what will be helpful in a text-book. 



It seems to me that this little book 
would prove very excellent in class. I 
am ready to give it hearty praise.— 
D. C. Evans, Professor of Latin, Ohio 
University. 

Coy's Latin Lessons impresses me 
as being a book with a good plan, well 
carried out. It is well graduated. 
The young student is at once set to 
work using the language. The de- 
rivatives showing the vital connection 
between English and Latin form an ex- 
cellent feature of the book. I am ex- 
ceedingly well pleased with it. — A. G. 
Hopkins, Professor of Latin Lan- 
guage and Literature, Hamilton Col- 
lege. 
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I am greatly pleased with Coy's developing the grammar work as Sug- 
Lalin Lessons, especially with the gested by it. — H. M. Kingery, Pro- 
idea of making the reading lessons lessor of Latin Language and Liters- 
consist of a connected narrative and tore, Wabash College. 

Dodge and Tuttle's Latin Prose Composition 

Based on Caesar, Nepos, and Cicero. By Charles Crocker Dodge, 
B.A., Classical and High School, Salem, Mass., and HlRAM AUSTIN Tut- 
tle, Jr., M.A.. Polytechnic Institute, Brooklyn, N. V. Cloth, !2mo, 
145 pp. Price, $0.75. Vocabulary separate. 

'TpHIS book includes a brief presentation of Latin construc- 
■*■ tion, a series of exercises based 

upon each of the authors read, 
collection of recent college en- 
examination papers in Latin 
prose composition. The intro- 
duction gives in numbered 
sections, with references to 
Harkness and other standard 
grammars, a simple survey of 
grammatical usages, which be- 
come, in the order of their ''■ r - Bon 
development, the main subjects of the exe 
cises. The exercises based on Caesar and < 
Nepos cover the same grammatical ground and in 
the same order, and are therefore parallel, but in- 
dependent, each providing thorough preparatory work for the more 
advanced exercises on Cicero. For students reading these authors 
the exercises afford an excellent drill. 

T am very favorably impressed with The plan pursued here is the true 

both the quality and the quantity of its one, and it seems to have been worked 

contents. The main principles of Latin out with careful attention to details, 

syntax are well stated and illustrated, I shall recommend the book. — Wil- 

and the exercises carefully planned and liam H. Hopkins, Professor of Latin, 

graded. The student who has mastered The Woman's ('oilcnc, Baltimore, 
such a book should be well grounded 

in the fundamentals, at least, of Latin The one attempt to combine the two 

writing. — William H. Wait, In- sorts of exercises which seems to us to 

structor in Latin, Greek, and Sanskrit, accomplish its end is Dod^e avATvA- 

Univereity of Michigan. tie's Latin ?tqw Cow?<yi\<VKi. "^•a 
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have been much interested in seeing 
how successful the authors have been 
in modeling their short sentences on 
the text read, and at the same time in 
making them illustrate the grammatical 
principles. — A.'T. Walker, Professor 
of Latin, University of Kansas. 

A serviceable book. Many teachers 
will find the Introduction of use in 
the determination and exaction of the 



minimum of syntactical knowledge for 
pupils in an early stage of their study 
of the language ; and the rules seem 
for the most part sound. I note with 
pleasure the statements as to order of 
words, and especially that concerning 
the position of the copula. The quan- 
tity of the work in indirect discourse 
is also to be commended. — John C. 
Kirtland, Jr., Professor of Latin, 
Phillips Exeter Academy. 



Harrier's Easy Steps in Latin 

By Mary Hamer, Taunton High School. Edited under the supervision 
of John T. Buchanan, Principal, De Witt Clinton High School, New- 
York. Cloth, I2mc, 182 pp., illustrated. Price, $0.75. 

* 

FpOR grammar school pupils and other young beginners this book 
*- furnishes an adequate preparation for the reading of simple 
connected prose. The amount of daily work required is less than in 
the ordinary beginner's book, but the thoroughness of the drill has 
been correspondingly increased. It does not attempt to give all that 
is valuable, but furnishes pupils with a comfortable introduction to 
the language, and emphasizes its relation to English and the learning 
of paradigms rather than the reading of many sentences. So simple 
and well arranged is the book that, even for pupils who have not com- 
pleted the study of English grammar, it presents no difficulties. 
The lessons are very short, most of them being only a page in length, 
and adapted to an hour of preparation and half an hour of recita- 
tion. In the appendix, besides the summary of the declensions and 
conjugations, there are included the principal rules of syntax, with 
references to the standard grammars. 

Hamer's Easy Steps in Latin seems to Morgan, Professor of Classical Phil- 

me a book that should be more interest- ology, Harvard University, 
ing, both to teachers and pupils, than 

any other beginner's book which I have Hamer's Easy Steps in Latin is a 
yet examined. I like its simple plan, delightful little work. It has a literary 
and its avoidance of those philological flavor and is exceedingly brief. I can- 
questions which have no place in the not see any reason why it should not 
grammar school. I am glad to observe have a favorable reception. — George 
the care with which the quantities are H. Alton, State Inspector of High 
marked throughout the book. — M. H. Schools, Minneapolis, Minn. 
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Harkness's Complete Latin Grammar 

By Albert Harkness, Ph.D., LL.D., Professor Emeritus, Brown Uni- 
versity. Half leather, i2mo, xiv 4- 448 pp. Price, $1.25. 

A N entirely new book, embodying a thorough 
*■** reconstruction of the author's former work, | 

and representing the latest and best scholarship. & 

At the same time it retains the characteristic fea- 
tures of authoritative learning and of general ar- 
rangement, which gave to the older books of Dr. 
Harkness the elements of their great popularity 
and vitality. It gives a practical and systematic 
presentation of the leading facts and laws of the 
Latin language both for beginners and for ad- 
vanced students. Throughout, the prime object is albert harkness 
to adapt the work of instruction to present meth- 
ods and present needs. In this convenient manual there has been 
compressed an amount of material which but for the conciseness of 
presentation would have rilled a much larger volume. 

Of Harkness's Complete Latin book. — Lawrence C. Hull, Princi- 

Grammar there is but one thing to be pal, Brooklyn Polytechnic Institute. 
said — it is unsurpassed. I think it 

has been improved very considerably I have always liked Harkness's 
in its method of arrangement over the Grammar, and do not change my 
standard edition. The conservatism, opinion of it now. The present edi- 
however, which is everywhere evident tion retains its former remarkable ex- 
in the making of the new edition after cellence of clear and concise statement, 
a lapse of seventeen years, shows how good arrangement, and high scholar- 
good a book the old one was, and, ship. It will be a very useful book to 
with its improvements, how excellent both student and teacher. — John K. 
a grammar the new one must be. — Lord, Professor of Latin, Dartmouth 
Walter Dennison, Associate Pro- College, 
fessor of Latin, Oberlin College. 

I have no doubt but that Harkness's 

Harkness's Complete Latin Gram- Grammar will maintain and increase 

mar is worthy of the highest praise the reputation of former editions. It 

that can be given. Anyone who ever has been my pleasure to use this book 

used Professor Harkness's first gram- in my classes for more than sixteen 

mar must have a strong presumption years. — B. L. D'Ooge, Professor of 

in favor of any of his books. The per- Latin, Michigan State Normal School, 
feet clearness of statement that was the 

chief charm of the older grammar is The book is an excellent teaching 

found in all his works. A long lease of instrument. Its style is transparent, 

life may be reckoned upon for the new its information up to date, its contents 
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comprehensive, and its authority re- sor of Latin, Phillips Academy, An- 
liable. — Charles H. Forbes, Profes- dover, Mass. 

Harkness's Easy Method for Beginners in 
Latin 

By Albert Harkness, Ph.D., LL.D., Professor Emeritus, Brown Uni- 
versity. Half leather, i2mo, xii + 348 pp., illustrated. Price, $1.20. 

\ GUIDE for the beginner in reading and writing Latin, this 
•**- work treats the language on its practical side, introducing the 
learner at the very outset, without a word of grammar, to complete 
sentences. Thus, from the first he both reads and writes Latin, 
and is made to feel that in the study of the language grammar 
must always be subservient. The volume is at once a book of Latin 
exercises, a Latin reader, and a sufficient grammar for the beginner. 
Four full -page colored plates and numerous engravings of classical 
subjects add greatly to its interest and value. 

Harkness's First Year in Latin 

By Albert Harkness, Ph.D., LL.D., Professor Emeritus, Brown Uni- 
versity. Half leather, i2mo, xi + 333 pp. Price, $1.12. 

TN its present revised edition this work comprises an outline of 
-■• grammar and a series of progressive lessons in reading and writ- 
ing Latin, with much practice in sight reading. It is a complete in- 
troductory book, requiring no use of a grammar, and acquaints the 
learner with the Latin language as a means of expressing thought, 
and not as a mere system of grammatical forms and rules. By easy 
stages it conducts the beginner to a knowledge which will enable him 
to read Caesar or Virgil with facility and enjoyment. 

Harkness's Introduction to Latin Composi- 
tion 

For schools and colleges. By Albert Harkness, Ph.D., LL.D., Pro- 
fessor Emeritus, Brown University. Half leather, i2mo, xi + 306 pp. 
Price, $1.05. 
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Harkness's Introductory Latin Book 

Intended as an elementary drill-book on the inflections and principles of 
the language, and as an introduction to the author's grammar, reader, and 
Latin composition. By Albert Harkness, Ph.D., LL.D., Professor 
Emeritus, Brown University. Half leather, i2mo, ix + 162 pp. Price, 

* ).87. 



Harkness's New Latin Reader 

With exercises in Latin composition. Intended as a companion to the 
author's Latin grammar, with references, suggestions, notes, and vocabu- 
lary. By Albert Harkness, Ph.D., LL.D., Professor Emeritus, Brown 
University. Half leather, i2mo, ix + 227 pp. Price, $0.87. 



Harkness's Short Latin Grammar 

By Albert Harkness, Ph.D., LL.D., Professor Emeritus, Brown Uni- 
versity. Half leather, i2mo, xii + 242 pp. Price, $0.80. 

T^\ESIGNED especially for students who do not contemplate a 
***' collegiate course of study, this book may also be used suc- 
cessfully in any school where for special reasons a small grammar is 
desirable. It is not an introduction to the author's Complete Latin 
Grammar, but is quite sufficient for those in whose interest it has 
been prepared. For convenience the numbering of the sections in 
this volume is the same as in the Complete Grammar. 

In Harkness's Short Latin Gram- The Short Latin Grammar appears 
mar the task of abbreviation seems to to contain all that is needed by the 
have been skilfully performed, so that preparatory pupil, and would serve 
the work answers the practical needs many undergraduates in their college 
of the beginner in Latin very well. — course. It is impossible to overesti- 
Minton Warren, Professor of Latin, mate the value of the system of para- 
Harvard University. graph numbering, corresponding to the 

sections in the larger book. — J. II. 

Harkness's Complete Latin Gram- Westcott, Professor of Latin, Prince- 
mar, I am glad to say, as revised, is ton University, 
thoroughly up to date, and is entirely 

worthy to be ranked among the few It is a compact and complete work, 

best grammars published in this coun- and surprises me both by its fullness 

try. I know of no better shorter and its brevity. It is thoroughly up to 

book than Harkness's Short Latin date in its treatment of the subject. — 

Grammar. — Amos N. Currier, Act- A. G. Hopkins, Professor of Latin, 

ing President, University of Iowa. Hamilton College. 
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Harkness's Standard Latin Grammar 

By Albert Harkness, Ph.D., LL.D., Professor Emeritus, Brown Uni- 
versity. Half leather, i2mo, xvi + 430 pp. Price, $1.12. 

*T*HE philosophical character of this treatise, its completeness, and 
-** its many attractive features, have made it a favorite and- most 
useful book in schools and colleges. It is adapted for elementary 
pupils, yet it is adequate also for advanced and critical students, and 
forms a practical introduction to the broader study of the language. 

Harper's Latin Dictionary 

Founded on the translation of Freund's Latin-German Lexicon. _ Edited 
by E. A. Andrews, LL.D. Revised, enlarged, and in great part re- 
written by Charlton T.Lewis, Ph.D., and Charles Short, LL.D., 
Professor of Latin, Columbia University. Sheep, royal 8vo, xiv + 2,019 
pp. Price, $6.50. Russia. Price, $10.00. 

^TpHE translation of Dr. Freund's great Latin-German Lexicon, 
■^ edited by the late Dr. E. A. Andrews, has been in extensive 
use throughout England and America. It has had for competitors, 
in the schools and colleges of both countries, only those works 
which are substantially reprints or abridgments of itself. As it has 
thus been the standard book of reference of its kind for a generation 
of scholars, its merits need no description here. 

This lexicon must supersede all its its details. The list of Latin authors 
rivals for commdn use. ... As a to whose works it affords a key con- 
hand lexicon, to lie on the desk and tains more than thirty names not re- 
receive corrections and additions in the ferred to in Freund or Andrews, many 
margin, no existing book in any Ian- of which have never been used be- 
guage is so useful as this. It con- fore in the preparation of a general 
tains many new words. . . . It re- lexicon of the language. ... In re- 
moves many errors. Orthography, gard to the Latin orthography, the 
etymology, and accidence have been present dictionary, moreover, claims 
corrected by the latest and best au- the attention of students as the only 
thorities. Many words are rightly work which embodies the results of 
explained which have long misled lexi- recent investigations by philologists 
cographers. — J. E. B. Mayor, Profes- like Ritschl, Corssen, Brambach, 
sor of Latin, Cambridge University, and others, which are accepted as 
England. authorities in the latest and best edi- 
tions of the Latin classics. . . . The 

Among the peculiar features which present state of the science of ety- 
distinguish the present work may be mology is more completely represented 
noted the comparative breadth of its in this work than in any previous die- 
scope and the comprehensiveness of tionary. — New York Tribune. 
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Harper and Burgess's Elements of Latin 

By William R. Harper, Ph.D., LL.D., President, University of Chicago, 
and Isaac B. Burgkss, A.M., the Academy of the University of Chicago, 
formerly of the Boston Latin School. Cloth, i2mo, 320 pp., illustrated. 
Price, $1.00. 

*TH*HIS beginner's book in Latin differs in several important re- 
A spects from the Inductive Latin Primer. The introductory 
lessons are devoted to carefully selected forms and rules, so that 
when the pupil takes up Caesar or any other text he will meet no 
large number of new forms or syntactical rules. In accordance with 
the recent recommendation of the Committee of Twelve of the 
American Philological Association, there are covered here during the 
first year between twenty and thirty pages of connected text, chosen 
because of its simplicity and interest, mainly from the invasions of 
British and other historical parts of Caesar. Special attention is 
given to the vocabulary and to the exercises containing reviews. The 
sixty-eight lessons contain about eight hundred different words. 

Harper and Burgess's Inductive Latin 
Method 

By William R. Harper, Ph.D., LL.D., President, University of Chicago, 
and Isaac B. Burgess, A.M., the Academy of the University of Chicago, 
formerly of the Boston Latin School. Cloth, i2mo, viii + 323 pp. Price, 
$1.00. 

Harper and Burgess's Inductive Latin Primer 

By William R. Harper, Ph.D., LL.D., President, University of Chicago, 
and Isaac B. Burgess, A.M., the Academy of the University of Chicago, 
formerly of the Boston Latin School. Half leather, 121110, viii 4- 424 pp. 
Price, $1.00. 

Teacher's Manual lor the same. 25 pp. Price, $0.10. 

Lane's Latin Grammar 

For schools and colleges. By George M. Lane, Ph.D., LL.D., Pro- 
fessor Emeritus of Latin, Harvard University. Cloth, 8vo, xv -f 572 pp. 
Price, $1.50. 

THIS book has the distinction, rarely accorded to a text-book, of 
being regarded as a contribution both to literature and to 
science. In completeness, convenience of arrangement, accuracy of 
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detail, precision of expression, and in its embodiment of the very spirit 
of the language it describes, it is an extraordinary production. The 
combination of condensation with clearness in its formal expression 
of principles will delight every critical mind.. No law of the language 
is neglected, no exception forgotten ; ample and 

a apt illustrations are given, each bearing its own 
instructive lesson ; yet the whole is brought within 
a smaller compass than many another grammar 
which attempts no such completeness. The exam- 
ples in the grammar are of the author's own gather- 
i ing, and their number and variety constitute one 
f of the most striking features of the book. Pro- 
fessor Lane held that examples illustrating syn- 
tactical principles should never be manufactured ; 
GKom-.E m. lane mev should be accurately quoted from the authors. 

The plan of the book is eminently sound, and 
takes up first words, and then sentences, each subject being treated 
separately and exhaustively in its natural place. The individuality of 
the man is manifest throughout the entire work, and is shown in the 
titles of the main divisions and in such minor headings as the Emo- 
tional Dative and the Infinitive of Imitation. All these are the pro- 
duct of careful and independent thought, and will prove far more 
suggestive to scholars than the ordinary technical terms. 

I long since came to the opinion that It answers the high expectations of 

Professor Lane's Latin Grammar is its coming. I shall be glad to recom- 

one of superlative excellence, whose mend it to students; every Latin 

peer is not to be found in this country, teacher should have a copy.— WILLI** 

nor, indeed, as 1 believe, in any other. A. Merrill, Professor of the Latin 

— Ciiari.ls R. Lanman, Professor of Language and Literature, University 

Sanskrit, Harvard University. of California. 

1 have taken jjrtni ilclijjht in looking A somewhat careful examination lus 

it through. Its scope and erudition enabled me to appreciate its great and 

arc such as to maki: it a Inning monu- peculiar merits. The work of so emi- 

ment to the scholarship of its distin- nent and ripe a scholar as Professor 

guished author, li will e ion ht less Like 1 ,;me, it will undoubtedly take a place 

rank with Roby as one of the great in the front rank of American Laiin 

Latin reference grammars in the Kng- grammars, and will be found indis- 

" ' 'inguage. — It. L. D'Ooce, Pro- pensable by every Latin scholar "* 
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Lane and Morgan's School Latin Grammar 

Prepared by Morris H. Morgan, Ph.D., L.L.D., Professor of Classical 
Philology, Harvard University, chiefly from Lane's Latin Grammar. 
Cloth, i2mo, viii + 266 pp. Price, Ji.oo. 

'TpHIS book, drawn chiefly from Lane's Latin Grammar, is in- 
■*• tended for use in secondary and preparatory schools. Pupils 
ought to be carefully trained to pronounce the 
language correctly, even as to small details ; they 
ought to be introduced to the leading principles 
in accordance with which Latin words are formed ; 
they should be thoroughly versed in inflections ; 
they should have a good working knowledge of the 
most important principles of the syntax of classical 
prose and verse. Ample material for acquiring 
information along these lines will be found in this 
book ; in addition, the appendix contains matter 
which, though most of it properly belongs to a 
work on composition, is inserted here in deference 
to custom. To facilitate cross reference, there are added after the 
section numbers of this book the numbers of the corresponding sec- 
tions in the larger grammar. 

Lewis's Elementary Latin Dictionary 

j T. Lewis. Ph.D. Half leather, crown 8vo, 95a pp. 




TT*HIS book gives to high schools and academies a good working 
■ *■ dictionary at a reasonable price. It is substantially an abridg- 
ment of Dr. 'Lewis's Latin Dictionary for Schools, but is sufficiently 
full to meet all the requirements of elementary work. The vocabulary 
has been extended to include all words used by Catullus, Tibullus, 
Propertius, and Tacitus (in his larger works), as well as those used 
by Terence, Caesar, Sallust, Cicero, Livy, Nepos, Virgil, Horace, 
Ovid, Juvenal, Phaedrus, and Curtius. On the other hand, space 
has been saved by the omission of all detailed references to books 
and passages, only the name of the writer being given as auttvavito} 
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for each word or phrase, and by limiting the illustrative citations to 
those which are typical or peculiarly instructive. 

This work is sufficiently full to meet known, and that has been received in 

the needs of students in preparatory or all quarters with admiration and ap- 

iitrir.g schools, and also in the lirstand proval, there is no need of extended 

second years' work in the colleges. It remarks upon details of the present 

answers in every respect to the de- book. It is the most scholarly and 

mand for a good working dictionary correct elementary Latin dictionary 

at a reasonable price. Ueing an ah- ever published in English. — New York 

ridgment of a work th.it is already well Evening Post. 

Lewis's Latin Dictionary for Schools 

. Ph. D. Cloth, large 8vo, xii + r, 191 pp. Price, 
ice, $5.00. 

TTWERY Latin instructor and student who 
*—" makes use of this excellent work will con- 
gratulate himself on his acquaintance with it. It 
explains every word or phrase in the Latin litera- 
ture commonly read in schools : the complete 
works of Caesar, Terence, Cicero, Livy, Nepos, 
Virgil, Horace, Ovid, Juvenal, Phaedrus, and Cur- 
tius, the Catiline and Jugurtha of Sallust, the 
German ia and Agricola of Tacitus, and a few 
words found in some extracts from Fionas, Eu- 
\«iton t. lkwis tropius, and Justinus. The original meaning of 

every word is first given, and then the modifica- 
tions which it underwent in usage. The general plan of the wort 
was not finally adopted until y.-.i- 1 onsultation with thirty of the 
leading l,atin scholars and teachers 111 this country. 

It seems to me to be just the book comprehensive work. The work his 

which Ins long been Deeded to ■ • • <• ' be." d..nc with great intelligence anJ 

the meagre vocabularies ol the earliest thorough ness and attractiveness - 

Latin reading with the lexical re- Tracv I'eck, Professorof Latin, Yak 

quirements for more advanced and University. 

Mather and Wheeler's Connected Passages 
for Latin Prose Writing 



§ 
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L. Wheeler, Ph.D., Professor of Latin, Bryn Mawr College. Half 
leather, i2mo, x + 206 pp. Price, $1.00. 

Key to the same. 30 pp. Price, $0.50. 

'"T^HE present book furnishes all the essential material for the writ- 
-*• ing of average passages in Latin prose. The work is divided 
into two parts : Part I., Notes on Idiom ; Part II., Exercises, together 
with recent college entrance examination papers and selected pas- 
sages from Caesar, Nepos, and Cicero. By including in the Notes 
on Idiom the requisite body of syntax, stated from the point of 
view of the student who is to write Latin, the authors have dis- 
pensed with the ordinary system of reference to three or four 
grammars. In this way not only much time is saved, but the added 
convenience produces more accurate results. The addition of the 
Latin text tends to the same end, and in writing the exercises 
contained in this volume the student will rarely find it necessary to 
refer to any other book. 

It is a good book for pupils who with .the exercises and text seems to 
know their grammar and who wish to me a feature that cannot be too highly 
learn Latin, in distinction from those commended. It ought to be a pleasure 
who wish for further drill in forms and for any student to use so attractive a 
syntax, and use their Latin prose for book. — William K. Denison, Pro- 
that purpose solely. — Cecil F. P. fessor of Latin, Tufts College. 
Bancroft, Principal, Phillips Acad- 
emy, Andover, Mass. The plan of having all the needful 

grammatical materials under the same 

I have made a careful examination cover with the prose work is a most 
of Mather and Wheeler's Latin Prose sane one, and will save a lot of shirking 
Writing, and I consider it the best for lazy, and a lot of drudgery for con- 
book on the subject that I have ever scientious, students. The same thing 
seen. I shall be glad to use it at once is true of the incorporation of the Latin 
in my classes. — Sherrard Billings, text into the body of the book. The 
Groton School, Groton, Mass. notes are judiciously adapted to stimu- 
late the interest and thoughtfulness 

I have looked over the book with of students. It seems to me a book 

considerable care and constantly in- that will strongly commend itself to 

creasing interest and satisfaction. The the judgment of teachers of l^atin 

remarkably clear presentation of gram- prose. — Arthur P. Hall, Drury 

matical principles in the same covers College. 

Mooney's Brief Latin Grammar 

By W. D. Mooney, A.M., Battle Ground Academy, Franklin,, Tena. 
Cloth, 1 2 mo, vi + 272 pp. Price, $0.75. 



I 



190 LATIN LANGUAGE 

Smiley and Storke's Beginner's Latin Book 

By James B. Smiley, A.M., and Helen A. Storke, A.B., Instructors 
in Greek and Latin, Cleveland West High School. Cloth, i2rao, 282 pp. 
Price, $1.00. 

N many important points this book differs from all other books 
for beginners. Its vocabulary has been carefully selected from 

words common to Caesar, Nepos, and Viri Romae, and includes those 

found most frequently in these writings. The noun 
and the verb are treated for the most part in alternat- 
ing lessons. The book contains fifty graded reading 
lessons, about three-fifths of them based on Caesar, 
and the rest consisting of fables and a Latin version 
of the Labors of Hercules. Running through the 
latter half of the volume are brief exercises connected 
with the practical treatment of word formation, which 
is a prominent feature of the work. English passages 
for translation into Latin, colloquia drawn from in- 
james b. smiley c id e nts in Caesar's life, and a review of forms and 

constructions, with references to the text, are other features which 

make this book especially adapted to school use. 

The features of the Smiley and Instructor in Latin, Central High 

Storke's Beginner's Latin Book com- School, Buffalo, 
mend themselves to me, especially 

the alternating lessons on noun and I consider Smiley and Storke's Be- 

verb, the large amount of reading ginner's Latin Book superior to any- 

lessons, the full vocabularies, and the thing I can find anywhere else for the 

English exercises for translation into purpose intended. Its every point is 

Latin. — John K. Lord, Professor of superior. Its plan has been my ideal 

Latin, Dartmouth College. for years. — J.W. Hullinger, Teacher 

of Latin, High School, Kansas City. 

It gives me much pleasure to note 
the excellence of Smiley and Storke's It deserves first place among be- 

book. It grounds the pupil thoroughly ginners' Latin books. The subject 

in declensions and conjugations, and is developed clearly, carefully, and 

at the same time presents the matter systematically, and the treatment is 

in a way to awaken interest in the pedagogically sound. — E. O. Marsh, 

classics. The vocabulary is well se- Principal, West High School, Jackson, 

lected. — Magdalene G. Williams, Mich. 

Smith's English- Latin Dictionary 

A copious and critical English-Latin dictionary. By William SMITH, 
JLL.D., and Theophilus D. Hall, M.A., Fellow of University College, 
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London. With a dictionary of proper names. Sheep, royal octavo, xii + 
1,010 pp. Price, $4.00. 

Smith's Principia Latina. Part I. 

A first Latin course, comprehending grammar, delectus, and exercise book, 
with vocabularies. By William Smith, LL.D. Revised by Henry Dris- 
ler, LL.D., Professor of Latin, Columbia College. Cloth, i2mo, xii 4- 
187 pp. Price, $0.55. 

Smith's Principia Latina. Part II. 

A first Latin reading book, containing an epitome of Caesar's Gallic Wars, 
and Lhomond's Lives of Distinguished Romans. With a short introduc- 
tion to Roman antiquities, notes, and dictionary. By William SxMiTH, 
LL.D., and Henry Drisler, LL.D., Professor of Latin, Columbia 
College. Cloth, i2mo, 375 pp. Price, $0.90. 
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Arrowsmith and Knapp's Selections from 
Viri Romae 

Edited by Robert Arrowsmith, Ph.D., late Professor of Greek and 
Latin, Teachers College, New York City, and Charles Knapp, Ph.D., 
Instructor in Latin, Barnard College. Cloth, i2mo, xxviii + 217 pp., 
with maps and illustrations. Price, $0.75. 

The same. Text edition. 79 pp. Price, $0.25. 

A TEXT for beginners which is much more interesting than a 
■**• purely military work. The present edition is prepared with 
reference to the difficulties most likely to embarrass the young pupil 
at the outset. In the footnotes are given in italics the vocabulary 
forms of verbs not easily recognizable. Grammatical constructions 
are, on their first occurrence, explained in simple language or their 
nature is briefly indicated, in order that the student may more intel- 
ligently consult the grammatical references which follow. The book 
contains also notes on Roman customs, suggestions to the student, 
tables of constructions, exercises for translation into Latin, and a 
vocabulary. 

I am glad to see this excellent book tion, and now presented in so attrac- 
reinstated in elementary Latin instruc- tive a form as in Ui* *d\\,vs&> \>^V*\^ 
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me. Dr. Knapp's name gives me great 
confidence that the work is well done. 
— Clement L. Smith, Professor of 
Latin, Harvard University. 

I have been greatly pleased with 
your edition of the Viri Romae edited 
by Arrowsmith and Knapp, and I be- 
lieve that it is the best and most help- 
ful edition of the Viri Romae for be- 
ginners published in this country. — 
Robert S. Radford, Instructor in 
Latin, Northwestern University. 

It is an excellent book. One fea- 
ture of the vocabulary, the placing of 
the compound verbs under the simple 
verbs, cannot be commended too 



highly. The suggestions to students 
are invaluable. — Alfred M. Wil- 
son, Associate Professor of Latin 
Language and Literature, University 
of Nebraska. 

The Viri Romae seems to me, after 
a careful examination, a very excellent 
work for the early stage of Latin study 
for which it is designed. The notes, 
vocabulary, exercises for translation, 
maps, and suggestions to the student 
show that this text-book has been pre- 
pared by those who are teachers of 
experience as well as accomplished 
scholars. — E. P. Crowf.ll, Professor 
of the Latin Language and Literature, 
Amherst College. 



Arrowsmith and Whicher's First Latin 
Readings 

By Robert Arrowsmith. Ph.D., late Professor of Greek and Latin, 
Teachers College, New York City, and George M. Whicher, M.A., 
Professor of Latin, Normal College of the City of New York.- Half leather, 
i2mo, 344 pp., with maps and illustrations. Price, $1.25. 

A N attempt is made in this volume to solve the vexed question of 
**** suitable early reading material and to meet the demand for 
variety in the authors read in preparatory schools. The selections 
have been made with reference to their difficulty, their interest as 
literature, and their relation to Roman life and customs, and are of 
sufficient length to acquaint the student with the authors' vocabu- 
laries and constructions. The book gives a broad view of the prov- 
ince of Latin reading. 

The examination I have been able in particular, or of a selection from 

to give the book has convinced me that them. But the language employed is 

it is an excellent work of its kind, such as to show that the selections from 

The selections seem to me judiciously Nepos, Cicero, and Livy will be ac- 

made, and the notes are well adapted cepted in place of an equivalent amount 

to the use of beginners in Latin. The of Caesar. — E. P. Crowell, Professor 

maps and illustrations give the work an of Latin, Amherst College. 
additional value. The statement in 

our catalogue of the requirements for It gives me pleasure to commend this 

admission to college work does not departure in the second year's work in 

specify any editions of Latin authors Latin. I am a hearty advocate of the 
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principle embodied in the book, and It is an admirable book for its pur- 

be'ieve that a student who has read pose, and I think it will find a generous 

this book will have a better command reception in schools where Caesar has 

of Latin than one who has spent his so long been a terror to young scholars 

entire year upon Caesar. — B. 1,. and a burden to tired teachers.- - C. 

D'Ooge, Professorof Latin and Greek, F. P. Bancroft, Principal, Phillips 

Michigan State Normal School. Academy, Andover, Mass. 

Egbert's Study of Latin Inscriptions 

By James C. Egbprt, Jr., Ph.D., Professor of Roman Archaeology and 
Epigraphy, Columbia University. Half leather, 8vo, vii + 468 pp., with 
illustrations. Price, $3.50. 

*T*HE following criticism of Egbert's Study of Latin Inscriptions 
*■ in the Bookman was written by Dr. Harry Thurston Peck, 
Professor of the Latin Language and Literature, Columbia University, 
in testimony of its importance. 

"The great interest and value to the classical student and the 
classical teacher of such a work as this cannot possibly be over- 
stated. It puts within the reach of everyone a mass of material 
and of admirably selected information such as no other single vol- 
ume now in existence affords j and whether 
one be interested in epigraphy proper or in 
collateral subjects of study, Professor Eg- 
bert's volume is simply invaluable. It 
opens with an introduction giving a full and 
serviceable account of the bibliography of 
the subject, and, following this, takes up 
the history and morphology of the Latin 
alphabet, numerals, the Roman name, and 
the names and titles of the emperors, with 
chronological lists and official titles. A 
great number of selected inscriptions are 

included, classified as tituli and as documents. A final chapter has 
to do with the restoration and dating of inscriptions, with tables of 
archaisms, of the legiones, of imperial relationships, and of abbrevia- 
tions. A striking feature is the lavish reproduction by photography of 
the most significant inscriptions in their actual forms, and the pres- 
ervation throughout of the letters as they actually appear." 
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Frieze's Complete Works of Vergil 

By Henry S. Frieze, LL.D., late Professor of Latin, University of Michi- 
gan. With notes and a Vergilian dictionary. Half leather, i2mo, 948 pp., 
illustrated. Price, $1.60. 

Vergil's Aeneid — Complete. Half leather, 121110, 728 pp., 

illustrated. Price, $1.30. 



Vergil's Aeneid (Six Books), Bucolics, and Georgics. 

Half leather, i2mo t 746 pp., illustrated. Price, $1.30. 

Frieze's Institutions of Quintilian— Books X. 
and XII. 

With explanatory notes. By Henry S. Frieze, LL.D., late Professor of 
Latin, University of Michigan. Half leather, i2mo, 294 pp. Price, $1.20. 

^T^HE text of this edition is revised, with the adoption of many 
•* changes, introduced by Halm. The notes are greatly sim- 
plified and improved. They are generally historical and exegetical, 
the relatively few grammatical references being designed chiefly to 
explain the text. 

Gildersleeve's Satires of Persius 

Edited by Basil L. Gildersleeve, Ph.D., LL.D., Professor of Greek, 
Johns Hopkins University. Cloth, i2mo, 231 pp. Price, $0.90. 

^T^HE text of this edition of Persius follows in the main that of 
-"* Jahn's last recension (1868). The few changes are discussed 
in the notes and recorded in the critical appendix. The introduc- 
tion contains in addition to the life of Persius a criticism of his 
works ; the notes are exceptionally complete and furnish the argu- 
ment of each Satire. In the preparation of the notes, the author 
has made use of the principal commentaries and monographs. 

Gleason's Term of Ovid 

Ten stories from the Metamorphoses for boys and girls. By Clarence 
\V. Gleason, A.M., of the Roxbury Latin School. Cloth, i2mo, 209 pp., 
illustrated. Price, $0.75. 

There is a distinct advantage in using these selections from 
Ovid as a stepping-stone from Caesar to Virgil. Written in an 
entertaining manner, they not only make the student acquainted 
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with the legends of the gods and heroes, but also lessen the greatest 
gap in a continuous Latin course by familiarizing him with the vo- 
cabulary of Virgil in easier verse. In the present volume are all but 
300 of the words found in the first book of the Aeneid. The work 
contains about 1,420 lines, with full notes on the text and on scansion, 
and a vocabulary. The first hundred lines are divided into feet for 
scansion, with the accents and caesuras marked. 

I like the general plan of Gleason's the whole poem. — Tracy Peck, Pro- 
Term of Ovid, and think in the hands fessor of Latin, Yale University, 
of a good teacher it would be an 

attractive book for young students. — I know of no more attractive little 

Minton Warren, Professor of Latin, book than A Term of Ovid to help the 

Harvard University. instructor in arousing a love of Latin 

poetry. The marking of the accent 

Our requirements in Ovid are "sight and caesural pause in a number of seiec- 

reading from the Metamorphoses," and tions was a particularly happy thought, 

though Mr. Gleason's book contains I should certainly employ the book 

but a small portion of that work, I were I teaching high school Latin. — 

should think that it would be a good J. B. Pike, Professor of Latin, Uni- 

preparation for intelligently reading, versity of Minnesota. 

Gudeman's Latin Literature of the Empire 

Selected and edited, with revised texts and brief introductions, by Alfred 
Gudeman, Ph.D., Associate Professor of Classical Philology, University 
of Pennsylvania. Two vols. Cloth, i2mo. Price, each, $1.80. 

Vol. I. — Prose 

Selections from Seneca Rhetor, Velleius, Curtius, Petronius, Seneca, Pliny 
the Elder, Quintilian, Tacitus, Pliny the Younger, Suetonius, Justinus, 
Apuleius, Minucius Felix, Ammianus Marcellinus, and Boethius. 
xi + 578 pp. 

Vol. II.— Poetry 

Selections from Pseudo Vergiliana, Manilius, Phaedrus, Seneca, Persius, 
Luc an, Calpurnius, Neraesianus, the Octavia, Silius Italicus, Valerius 
Flaccus, Statius, Martial, Juvenal, Pervigilium Veneris, Ausonius, and 
Claudianus. ix + 493 pp. 

>T*HIS collection has been made primarily for the use of advanced 
*- students in college. The selections will be found useful also 
as collateral reading in connection with lectures on post-Augustan 
literature, and will furnish suitable material for sight translation. 
They will be welcomed, furthermore, by the many classical teachers 
whom lack of leisure or opportunity has prevented from acquiring oel 
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adequate acquaintance with the literary 
masterpieces of this period. Until now no 
suitable collection of these works has been 
available, although their introduction cannot 
fail to infuse fresh life into the study of the 
classics and widen the literary horizon of 
both teacher and pupil. These selections 
contain nothing that is not eminently worthy 
of perusal. They are in every case suffi- 
ciently extensive to give a continuous and 
coherent story, and at the same time ex- 
hibit the author at his best. The text of the standard modern 
editions has been followed, the deviations being briefly recorded in 
critical appendices. 

I am much pleased with Gudeman's fessor Gudeman has done his work ad- 
Latin Literature of the Empire, the mirably, and in a style which might 
selections nf which seem to me to have have been expected by those who rec- 
been made with excellent judgment, ognize, as I do, his taste and scholar, 
while the editorial work is 01 the best, ship.— K. Y. TVRKELL, Trinitv Col- 
The book merits a wide use among lege, Dublin, 
advanced Latin students.- — KRANCIS 

W. Kelsey, Professor of Latin, Uni- I have examined the book with in- 

versity of Michigan. terest. The idea seems to me an excel- 
lent one. The smallness of the pupil's 

Without doubt, Professor Gudeman, library is a continiialdifnculty to leach- 
in editing (critically) two volumes of ers. As far as Latin literature is con- 
selections taken from the literature of cerned. this difficulty seems to be rati 
the Empire, has rendered a service to better by Professor Gudeman's wort 
Latin scholarship. He has materially than by any other book. Extracts long 
aided the course of Latin studies by enough and numerous enough to con- 
making immediately accessible to col- vey a real idea of the peculiarities and 
lege and university students a consul- contents of each author are given from 
erable quantity of the best prose and all the authors, both verse and prose, 
poetry of the Silver Age. I am sure of the Imperial period down (0 the 
th.it riiis ml'.iabl:.- edition of well chosen times of lioethius and Ammianus Mar- 
selections will be cordially appreciated cellinus. The work cannot fail to be 
by scholars, and find a wide circulation most useful in enlarging the ideas of j 
among students of Latin literature,— young students, and the editing is K- 
SlDNEY G. ASHMORE, Professor of cellently done. The arrangement is 
Latin, Union College. clear, and the short abstracts of con- 
tents practical. Finally, the printing 

Such a work was undoubtedly a is excellent, I have already recon- 

desideratum, and ought to be very mended the work, and hope to do so 

largelyused in our universities and the again.— S. G. OwtN, Christ Chttrcb, 

upper classes of our schools. 1'ro- Oxford. 
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Harkness's Caesar's Commentaries on the 
Gallic War 

With notes, dictionary, and a map of Gaul. By Albert Harkness, 
Ph.D., LL.D., Professor Emeritus, Brown University. Half leather, 
i2mo, lxiii + 382 pp., illustrated. Price, $1.20. 

Harkness's Cicero's Select Orations 

With explanatory notes and a special dictionary. By Albert Harkness, 
Ph.D., LL.D., Professor Emeritus, Brown University. Half leather, 
i2mo, xii + 398 pp. Price, $1.22. 

'"I"* HE text of this book is based chiefly on the critical labors of 
-"- Halm and Klotz. The notes explain all difficult passages, 
furnish much information concerning the Romans, and afford many 
other aids as a preparation for the teacher and for supplementary 
work on the part of the student. 

Harkness's Preparatory Course in Latin Prose 
Authors 

Comprising four books of Caesar's Gallic War, Sallust's Catiline, and 
eight orations of Cicero. With notes, a map of Gaul, and a special dic- 
tionary. By Albert Harkness, Ph.D., LL.D., Professor Emeritus, 
Brown University. Half leather, i2mo, lxxi + 626 pp., illustrated. 
Price, $1.40. 

Harkness's Sallust's Catiline 

With explanatory notes and a special vocabulary. By Albert Harkness, 
Ph.D., LL.D., Professor Emeritus, Brown University. Half leather, 
i2mo, v + 165 pp. Price, $0.90. 

\ S a part of a regular course of Latin study, this book is intended 
**' to follow Caesar's Commentaries and to precede the Orations 
of Cicero. The notes aid the student in surmounting the difficulties 
of construction and idiom, and furnish him with such collateral 
information as will enable him to understand, appreciate, and enjoy 
the author. The vocabulary is entirely adequate. 

Harper's Dictionary of Classical Literature 
and Antiquities 

Edited by Harry Thurston Peck, M.A., Ph.D., Professor of the Latin 
Language and Literature, Columbia University. Royal octavo^ xm -V 'vcvsv 
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\ N encyclopedia giving the student in a concise and intelligible 
■**■ form the essential facts of the life, the literature, the religion, 
and the art of classical antiquity. It also indicates the sources whence 
a fuller and more critical knowledge of these subjects can best be 
obtained. Its articles are arranged under a single 
alphabet, and may be classified under the general 
heads of biography, mythology, geography, history, 
literature, antiquities, language, and bibliography. 
The illustrations, some fifteen hundred in number, 
are, for the most part, reproductions of ancient 
objects. The editor gives in a single book the sub- 
stance of all the information hitherto found only in 
many volumes and in many places, and shows the 
interrelation of the topics. The fullest treatment 
y thurston peck nas b*en given to those questions which most fre- 
quently arise in the ordinary reading of the classics 
and which are of the greatest practical importance. Everywhere the 
greater convenience of the learner has been considered. In the 
preparation of the work the editor received the cooperation of the most 
eminent scholars, who contributed a large number of special articles. 

Harper and Gallup's Ten Orations of Cicero 

With selections from the letters. Edited by William R. Hakpkr, Ph.D., 
1,1., I)., President, University of Chicago, and Frank A. Gallup, A.B.. 
Professor of Latin, Colgate Academy. Half leather, I2mo, 566 pp., with 
map? and illustrations. Price, $1.30. 

The same. Text edition. Price, $0.40. 

'T'HE only edition of Cicero which contains, in addition to selected 
-*■ letters, all the orations required by all the colleges throughout 
the country. The letters have been selected with special reference 
to their fitness for reading at sight, and for this purpose they have 
no equal in Roman literature. The introduction contains many 
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helpful features which give the student a clearer 
idea of the position and attitude of Cicero and a 
more comprehensive knowledge of Roman life and 
politics. The notes are sufficiently complete. 
They suggest rather than tell the student, and help 
him to get, instead of getting for him, that acquaint- 
ance with the orator and with the language which 
is the result of true study. The vocabulary shows 
great care and thoroughness and meets the require- 
ments of the average student. The maps and illus- 
trations are choice and significant. frank a. sallup 

• It has many very good features, and of the matter in each oration. — F. J. 
by reason of its containing so many of Miller, Professor of Latin, Univer- 
the orations, as well as letters for sight sity of Chicago, 
reading, is well adapted for use in pre- 
paratory schools. — Minton Warren, It has many admirable features in its 
Professor of Latin, Harvard Univer- introduction, notes, maps, and helps of 
sity. all kinds for the student. Should occa- 
sion arise, I would be pleased to rec- 
I wish especially to commend the ommend its use in preparatory school 
introduction, which contains just the work. — E. G. Elliott, Instructor in 
valuable material which a student of Latin, Princeton University. 
Cicero needs to know in connection 

with his study of that author. The I am greatly pleased with its most 

maps and illustrations are sensible and attractive dress, and the manifestations 

helpful. The marking of the long of scholarship and good sense which 

vowels in the text is strictly in line with are not always found. — Herbert J. 

the best educational methods. One Barton, Professor of the Latin Lan- 

featu re of the notes strikes me as being guage and Literature, University of 

especially good — that is, the summary Illinois. 

Harper and Miller's Vergil's Aeneid 

Six books. With general introduction, notes, and vo- 
cabulary. By William R. Harper, Ph.D., LL.D., 
President, University of Chicago, and Frank J. Mil- 
ler, Ph.D., Professor of Latin, University of Chicago. 
Half leather, i2mo, x 4- 476 pp. , with a double-page 
map and numerous illustrations. Price, $1.25. 



Vergil's Aeneid (Six Books) and Bucolics 

Half leather, i2mo, x + 564 pp., illustrated. Price, $1.50. 



^i 



*T*HIS volume contains historical, literary, gram- 
-** matical, and other material for the student in 
studying Vergil, his life and character, his LaX\xv\ty , >n\\a\^ ^. wk&s* 
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and his works. The inductive studies, general introduction, grammar, 
vocabulary, bibliography, and word list in this book furnish helps to 
the reader, both as to amount and character. The illustrations, of 
which twelve are full page, represent many famous paintings and 
statues. 



The plan of keeping before the 
learner !he sources of information and 
collateral reading is admirably con- 
ceived and carried out in Harper 
and Miller's Vergil. The special fea- 
tures of inductive studies on syntax, 
verse, and rhetoric must lead to excel- 
lent results. By putting these studies 
by themselves, and relegating refer- 
ences to them to foot-notes, you have 
made it possible to have your com- 
mentary largely literary, and this is 
a very 'desirable gain. Provision is 
amply made for grammar without un- 
duly encumbering the text and notes. 
—Tracy Peck, Professor of Latin, 
Yale University. 



I have found Harper's Vergil a 
most attractive, helpful, and sugges- 
tive text-book for teacher or pupil, 
and heartily recommend its use when- 
ever I have opportunity. — William 
A. Packard, Professor of Latin, 
Princeton University. 

Harper and Miller's Vergil is a de- 
cided advance in editing the classical 
authors for school use. I especially 
commend the bibliography of Vergil, 
topics for investigation, the study of 
figures of speech, the illustrative quo- 
tations, and the full page illustrations. 
— A. N. Currier, Professor of Latin, 
University of Iowa. 



Harper and Tollman's Caesar's Gallic War 



Eight books. By William 1 
versity of Chicago, and Hbi 
derbilt University. Half lea 



er, Ph.D,, LL.D., President, Uni- 
. Tolman, Ph.D., Professor, Van- 
no, viii + 527 pp., with maps and 



The same. Text edition, 187 pp. Price, $0.40. 




HERBERT C. TOLMAN 



>TpHE entire eight books of the Gallic War 
■*■ are given in this volume, the last fow 
being arranged for exercises in sight trans- 
lation. Each new word as it occurs in the 
text is indicated by full-faced type. Gram- 
matical references are placed beneath the 
text rather than in the notes, in order that 
they may be more accessible. The notes 
not only famish information in reference to 
what is obscure, but also compare idioms, 
phrases, and expressions. Besides the in- 
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traduction, the book contains topics for study, word lists, exercises in 
Latin prose composition, illustrations, and a vocabulary. 

Its peculiar features, ingenious and 
scholarly, are admirably fitted to thor- 
oughly interest the young student, and 
to start him happily upon the best 
method of study. The outfit for Caesar, 
in introduction, classified lists, vocabu- 
lary, maps, and various illustrations, 
is a very complete and beautiful one, 
and altogether the best book in every- 
thing the teacher and pupil can wish 
for. — William A. Packard, Profes- 
sor of Latin, Princeton University. 



it. I hope it may find a wide use. — 
Sidney G. Ashmore, Professor of 
Latin, Union College. 

The teachers of Latin are unani- 
mous in their praise of Harper and 
Tolman's Caesar. In arrangement it is 
simply perfect. Its inspiring power to 
teacher and pupil — the sine qua non 
of a text-book — is wonderful. — J. 
Remsen Bishop, Principal, Cincin- 
nati (Ohio) High School. 



It is without doubt the best edition Harper and Tolman's Caesar is the 

that I have seen. The method is truly most complete and best edition that 

scientific, and the matter most attrac- has appeared in this country. — R. W. 

tively arranged and presented, and no Lawton, former Superintendent of 

student of Latin should be without Schools, Jackson (Mich.) High School. 

Harrington's Plautus' Captivi, Trinummus 
et Rudens 

With English notes, critical and explanatory. By C. S. Harrington, 
M.A., Professor of Latin, Wesleyan University. Cloth, i2mo, 278 pp., 
illustrated. Price, $0.90. 

Hazzard's Eutropius 

Edited for school use by J. C. Hazzard, Ph.D., Professor of Latin, Port- 
land Academy. Cloth, i2mo, 242 pp., with maps. Price, $0.75. 

A S a first text-book in Latin reading, the Breviarium of Eutropius 
-*"** is strongly recommended by the best teachers. This sketch of 
the leading facts of early Roman history gives increased interest and 
meaning to the student's first steps in Latin literature, and forms 
an excellent foundation for further historical study. Dr. Hazzard 
has made this distinctly a beginner's edition, with frequent refer- 
ences to the standard Latin grammars and a vocabulary. The notes, 
principally historical and geographical, are intended, not to take 
the place of the student's work, but to help him overcome its diffi- 
culties. 

I do not see how Hazzard's Eutro- be congratulated otv \\\fc \.>f£c><gra^j % 
pius could be improved. You are to and especially otv \.Yve. xcva^s. \ axo^xsre. 
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that the book could be used to advan- — almost seductive. I think it deserves 

tage toward the end of the first year and will have a decided success. — 

and the beginning of the second. — J. H. Westcott, Professor of Latin, 

Arthur Detmers, Principal, West Princeton University. 
High School, Buffalo. 

It stands easily first among the 

I am especially pleased with the edi- American editions of that author, and 

torial work on Hazzard's Eutropius. — it alone makes really feasible the car- 

B. L. D'Ooge, Professor of Greek and rying out of the recommendation of 

Latin, Michigan State Normal School, the Committee of Ten in regard to 

such supplementary reading. — Wal- 

I am glad to welcome this book. Its ter M iller, Professor of Classical Phi- 
form is in all respects most attractive lology, Leland Stanford Jr. University. 

Herbermann's Sallust's Jugurthine War 

Edited, with an introduction, notes, and a vocabulary, by Charles G. 
Herbermann, Ph.D., LL.D., Professor of the Latin Language and 
Literature, College of the City of New York. Half leather, l2mo, 272 pp., 
illustrated. Price, $1.12. 

Hurst and Whiting's Seneca 

Treatises on Providence, on tranquillity of mind, on shortness of life, to- 
gether with select epistles, epigrammata, an introduction, copious notes, and 
Scripture parallelisms. By John F. Hurst, LL.D., and Henry C. 
Whiting, Ph.D., Professor of Latin and German, Dickinson College. 
Cloth, i2mo, 308 pp. Price, $1.30. 

Kirtland's Selections from the Correspond- 
ence of Cicero 

Edited for sight reading by J. C. Kirtland, Jr., Phillips Exeter Acad- 
emy. Cloth, i2mo, 103 pp. Price, $0.50. 

^VTOTHING in Latin literature has been found so nearly to 
-^ meet all the requirements for exercises in rapid reading as do 
many of the letters of Cicero. For style, interest, importance of sub- 
ject-matter, and as sources of information in biography, history, and 
study of Roman life and character, their value cannot be. over-esti- 
mated. The letters included in these selections, with the help of the 
footnotes, will not prove difficult to students who have begun the 
reading of Cicero ; in many instances they are also suitable for 
the first years of the college course. 

Kirtland's Selections please me very use the book soon. — B. L. D'Ooge, 
much. The material is well chosen Professor of Latin and Greek, Michi- 
and the work is well done. 1 hope to £&v\ State Normal School. 
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The Selections are most admirably do not know how it could be improved, 

made, and the notes of a kind to make — Arthur Detmers, Principal, West 

the edition very suitable for sight read- High School, Buffalo, 
ing. I shall recommend it. — R. A. 

Minckwitz, Language Department, I am much pleased with Kirtland's 

Central High School, Kansas City. Correspondence of Cicero. It is full 

of interest and well adapted to sight 

We are all to be congratulated upon reading. — F. L. Searing, Instructor 

the issue of so serviceable a book as in Latin, State Normal School, Man- 

Kirtland's Selections from Cicero. I kato, Minn. 

Knapp's Stories from Aulus Gellius 

Edited for sight reading by Charles Knapp, Ph.D., Instructor in Latin, 
Barnard College. Paper, i2mo, 93 pp. Price, $0.30. 

TNTENDED for students who, while still in a very early stage of 
•*■ their Latin studies, yet possess a fair working vocabulary and a 
reasonable knowledge of the fundamental principles of Latin syntax. 
Ample and judicious footnotes accompanying the text enable the 
student to read the selections rapidly and intelligently without the 
need of other helps than those furnished by the book itself. Through- 
out, all vowels known to be long have been carefully marked. The 
importance of Gellius, especially among the older writers, gives this 
volume a special value as a text-book. • 

Knapp's Gellius is a very careful This author has such an exceptional 

piece of work, and the introduction is position in Latin literature that I am 

excellent. I should be glad to see it very glad that he has been made easily 

used extensively in colleges for sight accessible to our students in so excel- 

reading. — Minton Warren, Profes- lent an edition. — Tracy Pkck, Pro- 

sor of Latin, Harvard University. fessor of Latin, Yale University. 

Lawrence's Primer of Latin Literature 

(See Harper's School Classics.) 

Lincoln's Livy's Roman History 

Selections from Books I.-V., with Books XXI. and XXII. entire. By 
John L. Lincoln, LL.D., Professor of Latin, Brown University. Half 
leather, i2mo, viii + 372 pp., with maps. Price, $1.22. 

Lincoln's Works of Horace 

With English notes. By J. L. Lincoln, LL.D., Ptofe^c* oV \a<yc^ 
Brown University. Half leather, i2mo, xxxviu -V STSVP* ^t\c^%v.'".» 
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Lindsay's Lives of Cornelius Nepos 

With notes, exercises, and vocabulary. Edited by Thomas B. Lindsay, 
Ph.D., Professor of Latin and Sanskrit, Boston University. Cloth, i2mo, 
363 + xv pp., with map and illustrations. Price, $1.10. 

The same. Text edition. 118 pp. Price, $0.40. 

'T'HE text of this edition has been thoroughly revised on the basis 
■*- of Fleckeisen's revision of Halm's (Leipzig, 1893). Its integrity 
and orthographical accuracy have been kept constantly in view. The 
notes are intended to assist in sight reading as well as in understanding 
the text. At the bottom of the text page are references to the standard 
grammars. In the English- Latin exercises immediate use is made of 
the words and idioms of the text. The book contains a vocabulary. 

Professor Lindsay's Cornelius Nepos The features of Lindsay's Cornelius 

is an excellent edition and admirably Nepos which especially impress me are 

suited to its purpose. All teachers of its attractive appearance; its numerous 

preparatory schools ought to welcome illustrations ; the concise, simple, and 

so scholarly a text-book as this, partly really helpful notes; and the English- 

because it enables them to substitute Latin exercises. All these are excel- 

Nepos for a large part of Caesar, which lent, and combine with the other fea- 

is a change greatly to be desired on tures to make a book complete in itself 

many accounts. — E. P. Crowell, Pro- and eminently usable. — J H. Cham- 

fessor of the Latin Language and Lit- Berlin, Professor of Latin, Marietta 

erature, Amherst College. College. 

Lindsay's Satires of Juvenal 

Edited by Thomas B. Lindsay, Ph.D., Professor of Latin and Sanskrit, 
Boston University. Half leather, i2mo, xvi 4- 226 pp., illustrated. Price. 
$1.00. 

Among the distinctive features of this edition are freedom from 
anything that has made the reading of Juvenal in mixed classes ob- 
jectionable and the selections of the most important readings placed 
at the bottom of each page. 

Lord's Cicero's Laelius de Amicitia 

Edited, with introduction and notes, by John K. Lord, Professor of 
Latin, Dartmouth College. Revised edition. Flexible cloth, 12010, 109 
pp. Price, $0.70. 

For this work the text adopted is that of Baiter and Kayser. 
Points of grammar, history, biography, and ancient customs are 
clearly explained in the notes. By translation and remark upoo 
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special passages, the attention of the student is called to the literary 
character of the essay and to the clear development of the subject. 
In order to aid him to pronounce correctly when reading aloud, the 
quantities of the long vowels have been marked. 

A very attractive little book. The Of ihe many school editions of the 
indicated quantities add much to its work it is safe to say that none excels 
value. The notes are good, and the this in its combination of excellencies. 

troduction all that can be desired. The binding, typography, and general 



r than to use this edition whenever point on which the student needs spe- 

they read this interesting and instruc- cial information ; the notes are clear, 

five little essay with their classes. — concise, and pertinent, and the price is 

Sidnev G. Ashmore, Professor of extremely low. — G. A. H. Fraser, 

Latin, Union College. Professorof Latin, Colorado College. 

March's Latin Hymns. 

With English notes. For use in schools and colleges. By F. A. March, 
LL.D., Professor of Comparative Philology, Lafayette College. Cloth, 
i2mo, xii + 333 pp. Price, $1.30. 

March's Select Works of Tertullian 

With" notes. Edited for schools and colleges, by F. A. March, LL.D., 
Professor of Comparative Philology, Lafayette College. With an intro- 
duction by Lyman Coleman, D. I)., Professor of Latin, Lafayette Col- 
lege. Cloth, i2mo, 250 pp. Price, $1,30. 

Merrill's Fragments of Roman Satire 

From Enntus to Apuletus. Selected and arranged hy Fi.mer Trufsdei.l 
Merrill, Rich Professor of Latin, Wesleyan Uni 
sity. Cloth, iamo, 17S pp. Price, $0.75- 



|~\ESIGNED especially for the convenience of 
*** college instructors who offer courses of lec- 
tures and readings in the historical development 
of Roman satire. The primary consideration in 
the choice of these selections is literary rather than 
linguistic or antiquarian, therefore many fragments 
otherwise interesting are excluded, and extended 
comment is omitted. 
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Roman satirists will thank Professor seem to me to have been made with 
Merrill for publishing these fragments excellent judgment, and the book will 
in so easily accessible a form. — E. H. be of service both to students who 
e Professor of Greek wish to gain some knowledge of the 
Hopkins University, individual authors represented and to 
those who are teaching the develop- 
ment of Roman satire.— Frank F. 
Abbott, Professor of Latin, Univer- 
t form sity of Chicago. 

Miller's Ovid— Selected Works ■ 

With notes and vocabulary. Edited by Fhank J. Miller, Ph.D., Pro- 
fessor of Latin, University of Chicago. Half leather, i2mo, 528 pp., 
illustrated. Price, $1.40. 

a\ LTHOUGH designed primarily for read- 
** ing in secondary schools, this edition 
is also adapted to the use of college students. 
Selection is made from all the different 
works of the poet, with a preliminary note 
upon the character and contents of each 
work, and a statement of the setting of each 
selection ; all omitted parts are given in ■ 
epitome, each in its proper place. In this 
way the student has a recapitulation of the 
kbank j. miller whole series of stories. The notes give 

abundant assistance in translation and syn- 
tax, together with copious historical and archaeological references. 
Attention is called especially to the vocabulary and to the illustra- 

I think Miller's Ovid meets more I like Miller's Ovid very much. Al- 

fully than any other edition of Ovid though I do not usually read Ovid, I 

with which I am acquainted the con- can hardly resist making a place lor 

ditions of an ideal test-book. In the this book. While it has not been ntj- 

selections, notes, presswork, and other ligent of grammatical study, it has 

essentials, it leaves little to be desired, developed the literary features of the 

1 think it is destined to supplant the va- text in a way that I like, and that can- 

rlnus liiiitioTis I'.rnv occupying this Held, not f:iil to be stimulating to students.— 

— R. H, Sharp, Professor of Latin, Edward C. Downing, Professor of 

Randolph- Macon Woman's College. Latin, Macalester College. 
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Peck and Arrowsmith's Roman Life in Latin 
Prose and Verse 

Illustrative readings from Latin literature. Selected and edited by Harry 
Thurston Peck, Ph.D., Professor of the Latin Language and Literature, 
Columbia University, and Robert Arrowsmith, Ph. 1)., late Professor 
of Greek and Latin, Teachers College, New York. Cloth, i2mo, 256 pp., 
illustrated. Price, $1.50. 

*T*HIS is a representative survey of Latin literature for advanced 
■"■ academic or college work, for supplementary reading, or for 
fundamental use in a regular course' in this study. The selections, 
ranging from popular songs antedating written literature to Christian 
hymns of the third century, cover the early dramatists, historians, 
orators, philosophers, satirists, epigrammatists, Lyric and epic poets, 
anecdotists, letter writers, prose authors, and a great variety of ordi- 
nary publications — lampoons, epitaphs, announcements, etc. Brief 
sketches of authors and a short bibliography are also included. The 
text is followed by an instructive commentary. 

In its typographical make-up it is a The book is based on a happy idea, 

perfect delight, but what strikes me and should prove pleasing and useful 

most forcibly is the singularly original to teachers and students alike. — J. S. 

and happy idea of the work itself . The Reid, Lecturer in the University of 

student cannot but feel an inward satis- Cambridge, England. 
faction in being brought face to face 

with the best that Roman literature pro- The idea is a very happy one, and 

duced, particularly as the selections are has been admirably carried out. The 

not chosen for their Aesthetic value book is eminently scholarly and could 

alone, but also because of their in- not have emanated from any but a 

structive nature. — Alfred Gudeman, scholarly source. — Robert Yelver- 

Associate Professor of Classical Phi- ton Tyrrell, Regius Professor in 

lology, University of. Pennsylvania. the University of Dublin. 

Quackenbos's History of Ancient Literature 

(See Oriental.) 

Rockwood's Cicero's Cato Maior de Senectute 

Edited, with introduction and notes, by Frank Ernest Rockwood, 
A.M., Professor of Latin, Bucknell University. Cloth, i2mo, 159 pp. 
Price, $0.75. 

Mere discussion of grammatical and linguistic usage does not 
afford enough in the way of commentary upon Cicero's charm- 
ing defense of old age. Accordingly, prominence is given in 
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this book to the historical and literary features of 
the essay, which are well brought out in illus- 
trative notes on the pages with the text The 
notes also contain many quotations showing like 
thoughts and expressions in various authors, an- 
cient and modem. The introduction presents a 
brief life of Cicero, a resume' of his works, a valu- 
able bibliography, and a discussion, analysis, and 
summary of the De Senectute. Following the text 
is a separate body of notes comprising the gram- 
matical and textual commentary. 



I have been u 
> Maio 



ng Rockwood's Cic 



have found 
book. The introduction, the marking 
of the long vowels, the placing of the 
illustrative notes upon the same page 
as the text, the other notes at the close 
of the volume, are especially notable 
features. I believe it is the best edi- 
tion of De Senectute for class room 
use that has been published in this 
country. — J. H. Chambkrlin, Profes- 
sor of Latin, Marietta College. 



I am extremely well pleased with 
Rockwood's Cicero's Cato Maior de 
Senectute, and shall use it next year. 
The notes are judicious and helpful in 
a very scholarly way ; and the parallel 
thoughts and historical allusions are 
in admirable spirit. The introduction, 
too, and the analyses of the argument 
are specially valuable features of the 
work. I regard it as the best edition ol 
the Cato Maior thai has yet appeared in 
this country. — l.EK S. Pratt, Profes- 
sor of Latin, Knox College. 



Searing's Virgil's Aeneid (Six Books) 

With explanatory notes, a lexicon, and map; together with an append", 
containing Dr. S. H. TaVI.or's questions on Virgil, and a metrical tndet 
ByEnwARU Searing, A.M., Professor of Latin in Milton College, Wis- 
consin. Cloth, 8vo, xxit + 470pp., illustrated. Price, $1.40. 

Virgil's Aeneid (Six Books) , Bucolics, and Georgics 

Cloth, 8vo, xxii + Gyo pp., illustrated. Price, $l.to. 



Smith's Dictionary of Creek and Roman 
Antiquities 



Edited by William Smith, I.I..D. 
I.L.D., Professor of the Greek and U 
Sheep, Svo, 1,124 PP-, illustrated, l'ri- 
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Smith's Smaller Classical Dictionary (Stu- 
dent's Series) 

A dictionary of biography, mythology, and geography. By William 
Smith, D.C.L., LL.D. Cloth, i2mo, 438 pp., with illustrations. Price, 
$1.25. 

Tyler's Germania and Agricola of Tacitus 

By W. S. Tyler, D.D., LL.D., Williston Professor of Greek, Amherst 
College. Revised edition. By Henry M. Tyler, Professor of Latin 
and Greek, Smith College. Half leather, i2mo, v + 218 pp., with maps. 
Price, $0.87. 

Tyler's Histories of Tacitus 

With notes. By W. S. Tyler, D.D., LL.D., Professor of Languages, 
Amherst College. Half leather, i2mo, 453 pp. Price, $1.22. 

West's Terence 

Andria and Heauton Timorumenos. Edited, with an introduction and 
notes, by Andrew F. West, Ph.D.,Giger Professor of Latin, Princeton 
College. Cloth, i2mo, xl + 265 pp. Price, $1.50. 

jy EMARKABLE for its copious notes, the present volume aims to 
*-^ make as clear as possible the leading features of these two 
plays. It acquaints the student with Terence's Latin as a model of 
refined style ; it shows his truthful view of ancient domestic life ; it 
defines his place in the history of Roman literature, and it insures a 
general understanding of the kind of Latin he employed, and of its 
bearing upon his metres. These metres are explained in full, in 
order that the student may appreciate the popular pronunciation of 
early Latin and the ordinary flow of comic versification. 

Vergil's Aeneid— Books I.-XII. 

Text edition. Paper, i2mo, 280 pp. Price, $0.50. 

Vergil's Eclogues and Georgics 

Text edition. Paper, i2mo, 90 pp. Price, $0.25. 
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HARPER'S LATIN TEXTS 

Ten volumes. Uniform cloth, i8mo. Price, each, $0.50. 

Caesar. De Bello Gallico. 188 pp. 

Cicero De Finibus. 186 pp. 

Cicero De Natura Deorum, etc. De Natura Deorum, De 

Divinatione, De Fato. 272 pp. 

Cicero De Senectute, De Amicitia, et De Off iciis. 190 pp. 
»Ciceronis Orationes. 288 pp. 
Ciceronis Tusculanae Disputationes. 190 pp. 
Horatius. Opera Omnia. 212 pp. 
Lucretius. De Rerum Natura. 190 pp. 
Sail u st. Catilina et Jugurtha. 112 pp. 
Vergilius. Opera. 338 pp. 



HARPER'S LITERAL LATIN TRANSLA- 
TIONS 



These works furnish faithful translations of the principal Latin 
classics. A copious index is appended to each volume. 

Fourteen volumes. Uniform cloth, i2mo. Price, each, $0.75. 

Caesar. Caesar's Commentaries on the Gallic and Civil Wars. With 

Hirtius's Commentaries on the Alexandrian, African, and Spanish Wars; 
and Fragments of the History of Julius Caesar from the Vatican copy. 
With notes, vi + 572 pp. 

Cicero's Orations. Four orations against Catiline; the orations 

for Murena, Sulla, Archias, the Manilian Law, Milo, Caius Rabirius 
Postumus, Marcellus, Ligarius, and King Deiotarus ; Fourteen Philippics 
against M. Antonius ; and the Fourth Book of the Second Pleading in the 
Prosecution of Verres. 580 pp. 
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Cicero on Oratory and Orators. Containing Cicero's Dialogues 

on the Character of the Orator, and Brutus. 379 pp. 

Cicero's Offices and Moral Works. Containing Cicero's Three 

Books of Offices, or Moral Duties ; also his Cato Major, an Essay on Old 
Age ; Laelius, an Essay on Friendship ; Paradoxes ; Scipio's Dream ; 
and Letter to Quintus on the Duties of a Magistrate. With notes. 
xii + 344 pp. 

Cicero's Tusculan Disputations. Containing Tusculan Dispu- 
tations ; Treatises on the Nature of the Gods, and on the Commonwealth. 
466 pp. 

Horace. The Works of Horace : Odes, Epodes, Satires, Epistles, 
and Art of Poetry. With notes, xii + 326 pp. 

Juvenal. The Satires of Juvenal, Persius, Sulpicia, and Lucilius. 

With notes, chronological tables, arguments, and metrical version of 
Juvenal and Persius. lx + 512 pp. 

Livy. Livy's History of Rome. Complete in two volumes (sold 
separately). Books I. -XXX. 1,474 pp. Vol. I. contains Books I. -XX. 
747 PP- Vol. II. contains Books XXI. -XXX. 725 pp. 

Sal lust. Sallust, Florus, and Velleius Paterculus. With notes. 

xxii + 538 pp. 

Tacitus. The Works of Tacitus. In two volumes (sold separately). 

Vol. 1. contains the Annals, vi + 464 pp. Vol. II. contains the History, 
Germany, Agricola, and Dialogue on Orators. With notes, vi + 496 pp. 

Terence. The Comedies of Terence. Containing Andria, Eunuchus, 

Heautontimorumenos, Adelphi, Hecyra, and Phormio, in prose and verse. 
With a blank verse translation, and notes. 610 pp. 

Virgil. The Works of Virgil. Containing the Georgics, the 
Bucolics, £nd the Aeneid, complete (XII. Books). With notes, ix + 
404 pp. 
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GREEK 

GREEK LANGUAGE: Including Beginners' Books, 
Grammars, Composition Manuals, and Dictionaries 

Arnold's Greek Prose Composition 

A practical introduction. By Thomas K. Arnold, M. A., late Fellow of 
Trinity College, Cambridge. Carefully revised and corrected by J. A. 
Spencer, M.A., Professor of Latin and Oriental Languages, Burlington 
College, N. J. Half leather, i2mo, 237 pp. Price, $1.05. 

Autenrieth's Homeric Dictionary 

For schools and colleges. Based upon the German of Dr. Georg Auten- 
rieth, Rector of the Gymnasium at ZweibrUcken. Translated, with 
additions and corrections, by Robert P. Keep, Ph.D. New edition, 
revised by Isaac Flagg. Cloth, i2mo, xv + 297 pp., with plates and 
illustrations. Price, $1.10. 

A N indispensable work for every student of Homer who aims at 
•*** a rapid and easy reading of large portions of the Iliad and 
Odyssey. The present revision has been made by Professor Isaac 
Flagg, of the University of California, and wherever it seemed likely 
to result in a better adaptation to the needs of American and English 
students, he has departed from the German original. The distinction 
between the real and implied meanings of words is more clearly 
shown, and a more concise and simple treatment of the prepositions, 
participles, and conjunctions is also given. 

This attractive little book will do uniform treatment will enable both the 

more, I am sure, to promote the study teacher and pupil to read Homer in 

of Homer than half a dozen school edi- mass — the only way to understand and 

tions ; and while, all things considered, enjoy him. — B. L. Gii.dersleevb, 

liberal provision has been made for Professor of Greek, Johns Hopkins 

detail work, the compact form and the University. 
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Forman's First Creek Book 

With references to the grammars of Had ley- A lien and Goodwin. By 
L. I.. Forman, Ph.D., Instructor in Greek, Cornell University. Hall 
leather, izroo, viii + 160 pp. Price, $1.20. 

TN this book everything possible has been done to lighten the 
-*■ student's labor, but nowhere is help offered which will weaken 
his efforts and make the result less beneficial. In the eighty sections, 
each difficulty is taken up in single succession. Great stress is laid 
upon iteration, and words, inflection, and syntax are constantly 
repeated until permanently lodged in the memory. Unlike many 
books of this nature, undue stress is not laid upon syntax. Following 
the grammatical references are exercises in Greek, which consist, not 
of detached sentences, but of coherent narratives, stories, and dia- 
logues. These stories, as well as the English exercises for translation 
into Greek, are based on the vocabulary of Xenophon's Anabasis. 
The notes are placed at the bottom of each page. 

I shall be glad to recommend it if I 1 am very much pleased with it. For 

have opportunity. It is based upon the classical students in our high school, 

only sensible plan Tor the teaching of who give a full year to Greek before 

ancient languages — that of thorough- beginning an author, I shall have no 

ness. In its details, the book appears hr-itatirm in recommending it. — J. C. 

to me a sensible and scholarly produc- Hutchinson, Professor of Greek Lan- 

tion. — H. E. Bukton, Assistant Pro- guage and Literature, University of 

fessor of Greek, Dartmouth College. Minnesota. 

Gildersleeve's Syntax of Classical Greek 

From Homer to Demosthenes. First Part — The syntax of the simple 

sentence, embracing the doctrine of the 

moods and tenses. By Basil Lanneau 

Gildersi.eeve, with the cooperation of 

Charles William Emil Miller of the 

Johns Hopkins University. Cloth, 8vo, 

x + 190 pp. Price, $1.50. 

THE first part of a work which, when 
completed, will form by far the most 
comprehensive and scholarly exposition of 
Greek syntax ever published. A unique 
feature of the work is the collection of ex- 
amples which are truly representative of all 
the departments of Greek literature. These basil l. gildersleevb 
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various departments are presented in the order of their development, 
and the authors in each period are cited in chronological order, thus 
forming not only a syntax of style, but an historical syntax as well. 
Taking the Attic orators as the standard of conventional Greek, Dr. 
Gildersleeve has worked backward through philosophy and history 
to tragic, lyric, and epic poetry, comedy being the bridge which 
spans the syntax of the agora and the syntax of Parnassus. In 
the presentation, ease of consultation has everywhere been aimed 
at, and, consequently, only a single topic has been treated in each 
section. 

I shall indeed examine Professor . . . Ich hebe gleich aus dem Anfang 

Gildersleeve's Syntax of Classical hervor die Sammlungen f Or den .Voka- 

Greek with profound interest. It is tiv — mit und ohne & (S. 5-9), fur die 

sure to be, even if it were not carried Weglassung des Subjekts mit den Im- 

further, one of the greatest contribu- personalien und den Beta pltpmra (S. 

tions to classical scholarship made by 35-41), sowie fur die Lehre von der 

an American scholar. — John H. Kongruenz (S. 44-61). Jedes Kapitel 

Wright, Professor of Greek, Har- aus der Lehre vom Verbum, die den 

vard University. zweiten Hauptabschnitt dieses ersten 

Theils fttllt (S. 61-190), bietet eine 

I regard Gildersleeve's Syntax as the Menge von neuen Beobachtungen und 
most important work for Greek scholar- scharfsinnigen Ldsungen. Dabei fin- 
ship which you have yet published, and den auch die Inschriften uberall ge- 
of all books published in this country bUhrende Berticksichtigung. . . . 
within the last ten years. — T. D. Sey- Es ist ein Vergnugen zu sehen, wie ein 
mour, Professor of Greek, Yale Uni- Mann von der umfassenden Bildung 
versity. des Verfassers der Essays and Studies 

mit schlichter Klarheit und oft mit 

I congratulate your firm most heartily fesselnder Beredsamkeit alle die Er- 

upon the opportunity of publishing so scheinungen darlegt, die wir nur allzu 

magnificent a work as Gildersleeve's of t in etwas schulmeisterlicher und un- 

Greek Syntax. It is a monument of klarer Weise behandelt zu sehen ge- 

the ripest scholarship. It represents wohnt sind. Uberall tritt der freie 

syntax that is grounded in literary in- Blick fur das Carakteristische hervor 

terpretation, and it is a guide for others und die weltmannische Feinheit des 

toward correct interpretation. I call Urtheils, die dem Kenner vieler Spra- 

it '* literary" syntax, as distinguished chen und dem Meister in der Handha- 

from mechanico- scientific syntax. — bung seiner Muttersprache eigen sind. 

Benjamin I. Wheeler, President, — E. HObner, Berlin (Deutsche Lit- 

University of California. teraturzeitung, February 16, 1901). 



Qleason and Atherton's First Greek Book 

By Clarence W. Gleason, A.M., Master in the Roxbury Latin School, 
and Caroline S. Atherton, A.M., late of the Roxbury Latin School. 
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Key to the same. 67 pp. Price, $0.50. 

\ BOOK which appeals to both teacher and student because of its 
■**■ logical sequence of subjects, directness of statement, concise- 
ness, and freedom from unnecessary details. 
In several important particulars it deviates 
intentionally from the beaten path." The 
second aorist is introduced early, while con- 
tract nouns and adjectives are postponed to 
a more natural position than is usually given 
them, and the dual has been removed to its 
proper place, the appendix. Dialogues, 
fables, and reading exercises, chosen for 
their interest and freshness, are given as early 
as possible and continued through the book, 
thus affording the learner practice in trans- 
lating a continuous text. Continuity has been sought in the exercises 
for translation, and frequent repetitions and review lessons are em- 
ployed to fix in the mind meanings and constructions. The book also _ 
contains footnotes, an appendix, and special and general vocabularies. 

It strikes me at first sight as an ex- structions explained in such a simple 

Celleot introduction to the study of yet clear manner that my students have 

Greek, and Mr. Collar's strong recom- grasped the subject very easily. — 

mendation in his introduction shows LOUISE J. Starkweather, Instructor 

that it is so.— W. W. Goodwin, Eliot in Latin and Greek, East Orange (N. 

Professor of Greek Literature, Harvard J.) High School. 
College. 

By far the best introduction to 

Admirable in its get-up, fresh in its the study of Greek I have ever seen. 

concents, and pedagogically sound. — Its brevity is commendable, and the 

Walter R. Bridciman, Professor of principles presented are so admirably 

Greek, Lake Forest University. chosen that nothing essential seems to 

have been omitted. Its distribution of 

Gleason and Atherton's First Greek the main points of syntax throughout 

Book, which we introduced last year, is the entire book is a wise plan, and its 

proving exceedingly satisfactory. Its reading exercises render it more in- 

conciseness makes it admirably suited teresting than the average Greek book, 

to our school, where we prepare for — Chakles N. Cole, Instructor in 

College with two years and a half of Latin and Greek, Preparatory School, 

Greek work. I find the Greek con- University of Illinois, 
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Hadley and Allen's Greek Grammar 

For schools and colleges. By James Hadley, late Professor in Yale Col- 
lege. Revised and in part rewritten by Frederic De Forest Allen, Pro- 
fessor in Harvard University. Cloth, i2mo, xii + 422 pp. Price, $1.50. 

fT*HE clear analytic method of this work and its comprehensive 
■*• treatment of the forms and principles of the Greek language 
have made it an authority for reference and an effective and favorite 
text-book for classes. This is remarkably evidenced by its long use 
and popularity in so many leading classical schools and colleges. To 
the work of its revision Professor Allen brought every qualification, 
and the reception and continued use of the revised edition have 
attested the completeness of his labors. In its present form the 
grammar is a practical book for beginners ; at the same time it is 
a thorough manual for advanced students. 

Harkness's First Greek Book 

Comprising an outline of the forms and inflections of the language, a com- 
plete analytical syntax, and an introductory Greek reader. With notes 
and vocabularies. By Albert Harkness, Ph.D., LL.D., Professor 
Emeritus, Brown University. Cloth, i2mo, xiv + 276 pp. Price, $1.05. 

\ LTHOUGH complete in itself, requiring no accompaniment of 
***■ grammar or lexicon, this book* is well suited for use in con- 
nection with Hadley and Allen's Greek Grammar. The author pre- 
sents a clear and systematic arrangement of the great facts and laws of 
the language, and illustrates them step by step with carefully selected 
examples and exercises. Besides accomplishing this, the exercises and 
reading lessons possess in themselves intrinsic value and interest 

Harper and Castle's Greek Prose Composition 

Exercises based on Xenophon's Anabasis, Books I. -IV. Together with 
inductive studies in the uses of the Greek modes, based on Xenophon's 
Anabasis, Book IV. By William R. Harper, Ph.D., LL.D., Presi- 
dent, University of Chicago, and Clarence F. Castle, Ph.D., Assistant 
Professor of Greek, University of Chicago. Half leather, l2mo, 127 pp. 
Price, $0.75. 

A COLLECTION of written and oral English exercises for trans- 
■** lation into Greek, containing the principles of the Greek lan- 
guage. By the plan of this volume, observation and investigation 
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are^stimulated, and the study becomes an inductive process, wherein 
the pupil is, in a measure, a real investigator. As presented here, 
the work of composition need not be a bugbear to pupils. 

Harper and Castle's Inductive Greek Primer 

By William R. Harper, Ph.D., LL.D., President, University of Chicago, 
and Clarence F. Castle, Ph.D., Assistant Professor of Greek, Univer- 
sity of Chicago. Half leather, i2mo, 416 pp. Price, $1.25. 

A BEGINNER'S Greek Book, which meets the needs of young 
^** pupils. The lessons, however, are shorter, and the notes 
more copious and elementary, than those of the Inductive Greek 
Method, and the exercises simpler. Much practice is given in ren- 
dering English into Greek, orally, as well as in written exercises. At 
various stages the work calls to the pupiPs aid his knowledge of 
Latin grammar, and shows the analogies between the Greek and Latin 
languages. 

Harper and Waters's Inductive Greek Method 

By William R. Harper, Ph.D., LL.D., President, University of Chicago, 
and William E. Waters, Ph.D. Cloth, i2mo, 355 pp. Price, $1.00. 

Jannaris's Modern English-Greek Dictionary 

A concise dictionary of the English and modern Greek languages, as actu- 
ally written and spoken. By A. W. Jannaris, Ph.D. Cloth, i2mo, xvi 
+ 436 pp. Price, $2. 50. 

Keep's Greek Lessons 

Prepared to accompany Hadley and Allen's Greek Grammar. By Robert 
P. Keep. Cloth, i2mo, xii + 257 pp. Price, $1.20. 

TNTENDED to serve as a companion and guide to Hadley and 
•*• Allen's Greek Grammar. For the advantage of the beginner, 
some of the earlier paradigms are here given entire. Much thought 
has been devoted to the order in which the different grammatical 
topics are taken up. The constant aim has been to present difficul- 
ties, one at a time, and to fix each new principle firmly in the pupil's 
mind, before passing to another. In addition to the grammar, each 
lesson contains a vocabulary and exercises. 
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Liddell and Scott's Abridged Greek-English 
Lexicon 

Abridged from Liddell and Scott's Greek-English Lexicon. Carefully 
revised throughout, with an appendix of proper and geographical names, 
prepared by the Rev. James M. Whiton, Ph.D. Half leather, i2mo, 832 
pp. Price, $1.25. 

*TPHIS authorized edition contains an appendix prepared by the 
^ Rev. James M. Whiton, Ph.D., which includes the proper and 
geographical names occurring in the Greek usually read in preparation 
for college, especially those found in Xenophon's Anabasis and in the 
first books of the Iliad and the first two of the Odyssey. 

Liddell and Scott's Greek-English Lexicon 

Revised and enlarged. Compiled by Henry George Liddell, D.D., 
sometime Dean of Christ Church, Oxford, and Robert Scott, D.D., 
late Dean of Rochester and Master of Balliol College, Oxford, with the 
co6peration of Henry Drisler, Jay Professor of Greek, Columbia Col- 
lege, New York. Sheep, 4to, xvi + 1,778 pp. Price, $10.00. 

TN this edition the work has been thoroughly revised, and large ad- 
-*• ditions made. These additions consist mainly of fuller references 
to classical authors, and a free use of the indices to the Berlin 
Aristotle and to the Corpus Inscriptionum Graecarum. The editors 
have been favored with the cooperation of many scholars, including 
Professor Drisler of Columbia, Professor Goodwin of Harvard, and 
Professor Gildersleeve of Johns Hopkins. Professors Goodwin and 
Gildersleeve have rewritten several important articles, and the former 
has supplied some excellent additions to Attic law terms. Professor 
Drisler has gone carefully over the whole book, and there is hardly a 
page which does not bear some trace of his accurate work. 

Liddell and Scott's Intermediate Greek- 
English Lexicon 

Founded upon Liddell and Scott's Greek-English Lexicon. Cloth, large 
8vo, iv + 910 pp. Price, $3.50. Half leather. Price, $4.00. 

THIS book is an abridgment of the last edition of Liddell and 
Scott's Unabridged Lexicon, the work having been undertaken 
in compliance with requests made by a number of experienced 
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teachers who desired a more comprehensive book than the Abridged 
Lexicon heretofore used in preparatory schools. It is convenient in 
form and sufficiently full for the needs of preparatory schools. 
Generally speaking, scientific terms and words used only by late 
writers have been omitted. But from Homer downward, to the close 
of classical Attic Greek, care has been taken to insert all words. 
Besides these will be found words used by Aristotle in his moral and 
political treatises, by Polybius and Strabo in the books generally read 
by students, by Plutarch in his Lives, by Lucian, by the poets of the 
Anthology, and by the writers of the New Testament. 

I am satisfied that, for the use of large one, in the English language. — 

students, there exists no better lexicon. W. A. RoeinsON, Professor of Greek, 

Even one who owns the large lexicon I-ehigh University, 
can use this one with profit. — M. W. 

Humphreys, Professor of Greek, Uni- I shall be glad to exert my influence 

versity of Virginia, in favor of the Intermediate Greek 

Lexicon for ordinary college students, 

It is undoubtedly the best small — T. D. Seymouk, Professor of Greek, 

lexicon, as the Unabridged is the best Yale University. 

Pearson's Creek Prose Composition 

Cloth, 

Key to the same. Price, $0.50. 

npHIS book combines a thorough and systematic study of the es- 
■*■ sentials of syntax with abundant practice in translating con- 
nected idiomatic English. It also affords 
constant practice in writing Greek at sight. 
Based on Books I.-IV. of Xenophon's Ana- 
basis, the lessons contain the fundamental 
principles of the language, together with 
simple sentences and connected prose in 
English, and are designed for use at the 
beginning of the second year's study. Re- 
view lessons are introduced at intervals. 
The book, furthermore, includes an English- 
Greek vocabulary and a selection of recent henry c. pbarson 
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college entrance examination papers in Greek prose composition. 
The student who -performs faithfully the work outlined here will be 
able to pass the entrance examination of any college. 

The very best book of the kind that I am more than pleased with my 

we have. Its systematic development second year's work with Pearson's 

of work in the grammar, its emphasis Greek Composition. I am especially 

on constant enlargement of vocabulary, gratified to find that its simplicity and 

and its division into convenient parts at the same time its comprehensiveness 

for both oral and written work, are all appeals particularly to the students 

admirable. I shall place it at the themselves to such an extent that no 

head of books suggested to our fit- exercise is looked forward to with 

ting schools for preparatory work in more pleasure, and I might add profit, 

Greek composition. — Charles D. than the hour devoted to the ordinarily 

Adams, Professor of Greek, Dart- dry subject of Greek prose composi- 

mouth College. tion. — Frederick L. Smith, Instruc- 
tor in Greek, William Penn Charter 

The student who, in connection School, 
with his reading of Xenophon, shall 

really master the principles and thor- We have adopted in our lower classes 

oughly do the exercises of Pearson's Pearson's Greek Prose Composition, 

Greek Prose Composition, will have and thus far it has proved to be a 

an admirable preparation for entering very satisfactory book. — William F. 

upon the study of college Greek. — Dann, Adjunct Professor of Greek 

Alexander Kerr, Professor of Language and Literature, University 

Greek, University of Wisconsin. of Nebraska. 

Smith's Initia Qraeca — Part I. 

A first Greek course, comprehending grammar, delectus, and exercise book, 
with vocabularies. By William Smith, D.C.L., LL.D. Cloth, i2mo, 
vi + 229 pp. Price, $0.60. 

Appendix to the same. Additional exercises, with examina- 
tion papers. Clotfi, i2mo, 106 pp. Price, $0.40. 

Sted man's Modern Greek Mastery 

A short method to ancient Greek. By Thomas L. Stedman, A.M., M.D. 
Half leather, i2mo, viii + 380 pp. Price, $1.50. 

Thayer's Greek-English Lexicon of the New 
Testament 

Being Grimm's Wilke's Clavis Novi Testamenti, translated, revised, and 
enlarged by Joseph Henry Thayer, D.D., Bussey Professor of New 
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QOME of the leading features of this work are that it renders com- 

*"-* plete the enumeration of representative verbal 

forms actually found in the New Testament, and 

excludes all others; it appends to every verb a list 

of those of its compounds which occur in the Greek 

Testament ; it supplies the New Testament passages 

accidentally omitted in words marked at the end 

with an asterisk ; it notes more fully the variations 

in the Greek text of current editions ; it introduces 

brief discussions of New Testament synonyms ; it 

gives the more noteworthy renderings, not only of 

the Authorized Version, but also of (he Revised 

New Testament ; and it multiplies cross references 

and references to grammatical works and commentaries, and recent 

Bible dictionaries and cyclopedias. 

This volume will no doubt prove the There can be little doubt that it will 
most important aid to New Testament take its place as the standard book of 
study given to the world within a reference On the subject.— The Spec- 
generation. — New Vork Tribune. tator, London. 

Yonge's English-Greek Lexicon 

By C. D. VoNtJE. With many new articles, an appendix of proper names, 
and Pillon's Greek synonyms. To which is prefixed an essay on the order 
of words in Attic Greek prose, by Charles Short, I.I..D. Edited by 
Henry Drislek, LL.D., Jay Professor of Greek, Columbia College. 
Sheep, royal 8vo, cxv + 663 + cxv pp. Price, $4.50. 

TN this work the author gives a complete English vocabulary, so 
*■ far, at least, as Greek words can be adequately rendered by 
English words ; and, where this cannot be done, supplies, wherever 
practicable, the deficiency by phrases. In every instance the author- 
ity is cited for the word or phrase given, so that the student may 
see at once whether an expression is exclusively poetical, and, if so, 
whether in general use, or confined to epic poetry or to tragedy; 
or of a later date, and belonging to the era of Theocritus ^iA Ks/Jl- 
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lonius ; or whether it is found also in prose, or only in prose ; and 
whether used more by the historians, the orators, or the philoso- 
phers. 

This work is not a mere collection or specially Homeric, or philosophic, 

of Greek words which may be equiva- or peculiar to comedy, or colloquial, 

lents of certain English words thrown The work is certainly a great accession 

carelessly together without system, but to our apparatus of classical instruc- 

a carefully arranged lexicon, in which tion. — W. W. Goodwin, Eliot Pro- 

a scholar can see the nature of the word fessor of Greek Literature, Harvard 

he is employing, whether it is poetic University. 
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Earle's Oedipus Tyrannus of Sophocles 

Edited by Mortimer Lamson Earle, Professor of Classical Philology, 
Barnard College, Columbia University. Cloth, i2mo, 330 pp. Price, 
$1.25. 

*"r*0 set forth the text as nearly as possible in Sophocles' own 
■*• words, and to explain that text fairly, clearly, and in due 
measure, have been Professor Earle's two objects in preparing this 
book. In many other respects, however, the edition is also note- 
worthy. The introduction includes a discussion of the play, its plot, 
characters, and date, the early phases of the legend of Oedipus, 
together with its principal extant later handlings in dramatic form. 
The commentary is suited to the needs of the average student and 
shows the development of the plot and the connection of thought in 
each scene and passage. The editor has given careful attention to 
the punctuation and spelling of the text and has added an appendix 
on the metres. 



Earle's Oedipus Tyrannus is much 
needed, and you are fortunate to be 
able to publish one which (as even a 
slight inspection shows) is likely to 
give great credit to American scholar- 
ship. — W. W. Goodwin, Eliot Pro- 
fessor of Greek Literature, Harvard 
University. 



Earle's Oedipus Tyrannus will take 
rank as a work of remarkable erudi- 
tion. Professor Earle has spared no 
pains in making his introduction and 
commentary exhaustive and complete. 
— Alexander Kerr, Professor of the 
Greek Language and Literature, Uni- 
versity of Wisconsin. 
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Gildersleeve's Pindar — The Olympian and 
Pythian Odes 

With an introductory essay, notes, and indexes. By Basil L. Gilder- 
sleeve, Ph.D., LL.D., Professor of Greek, Johns Hopkins University. 
Cloth, i2mo, cxv + 395 pp. Price, $1.50. 

*T*HE text of this volume has been carefully prepared, though 
■*• without any emendations on the part of the editor. The intro- 
ductory essay is intended especially for those students who are just 
beginning to read Pindar, and is based on a series of lectures by 
Dr. Gildersleeve. The metrical schemes are the work of Dr. J. H. 
Heinrich Schmidt. 

Gleason's Story of Cyrus 

Adapted from Xenophon's Cyropaedia. By Clarence W. Gleason, A.M., 
of the Roxbury Latin School. Cloth, i2mo, 202 pp., illustrated. Price, 
$0.75. 

A DELIGHTFUL substitute for the usual reading books of the first 
-*** year Greek ; at the same time it furnishes, in suitable form, 
for young pupils, a work which is not generally read in either school 
or college. It can be used to excellent advantage during the second 
term of Greek to supplement the work in the beginner's book and 
to prepare the student for the complete text of the Cyropaedia, 
Hellenica, or Anabasis. It is also adapted for rapid or sight reading 
at the beginning of the second year. Based upon the Cyropaedia, 
it contains in simplified form the most interesting portions of that 
book and those most closely pertaining to the personal history of 
Cyrus the Great. Following the text are English sentences to be 
turned into Greek, giving a good drill in grammatical training. The 
notes and grammatical references are entirely adequate. 

Gleason's Story of Cyrus will be Miller, Instructor . in Greek and 

welcomed by many teachers. It will Latin, Preparatory School, University 

be full of interest to the student, be- of Illinois. 
cause it is easier than the Anabasis, 

and the historical matter will be valu- The Story of Cyrus, by Mr. Gleason, 

able. The notes are well prepared, is the best book of its kind I have 

and the English-Greek exercises give seen. — W. R. Crabbe, Principal, 

thorough grammatical drill. — J. E. Shady Side Academy , YxXXsWe^^^ 
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Gleason's Xenophon's Cyropaedia 

Abridged for schools. By Clarence W. Gleason, A.M., of the Rox- 
bury Latin School. Cloth, i2mo, 325 pp. Price, $1.25. 

*TPHE suitability of the Cyropaedia for school purposes is here 
** practically demonstrated. This edition may alternate with, or, 
when preferred, be substituted for, the Anabasis, which too often is 
the only book read in second year work in Greek. By omission of 
passages of minor interest or importance, the Cyropaedia is here 
shortened nearly one half. The construction of sentences, however, 
has not been interfered with except for the sake of brevity. The 
text of Hug has been followed with little variation. 

The design and aim of Gleason's reading, and, later in the course, for 
Xenophon's Cyropaedia is good, and sight reading. — James T. Lees, Pro- 
it should find wide use. — Samuel R. fessor of Greek, University of Ne- 
Winans, Professor of Greek, Princeton braska. 
University. 

Gleason's Cyropaedia will serve ad- 

The Cyropaedia of Xenophon, mirably to supplement the two books 
abridged by Professor Gleason, is cer- of the Anabasis required under the new 
tainly admirable, and the selections conditions for college entrance, as rec- 
have been chosen with due care, ommended by the Commission of Col- 
With a full vocabulary and very con- leges in New England. — Charles 
densed notes, the book in its present D. Adams, Professor of Greek, Dart- 
form will be especially good for rapid mouth College. 



Harper's Dictionary of Classical Literature 
and Antiquities 

Edited by Harry Thurston Peck, M.A., Ph.D., Professor of the Latin 
Language and Literature, Columbia University. Royal 8vo, xv + 1,701 
pp., with over 1,500 illustrations. One volume, cloth. Price, $6.00. Two 
volumes, cloth. Price, $7.00. One volume, half leather. Price, $8.00. 
Two volumes, half leather. Price, $10.00. 

\ N encyclopedia giving the student in concise and intelligible 
•*** form the essential facts of the life, the literature, the religion, 
and the art of classical antiquity. It also indicates the sources whence 
a fuller and more critical knowledge of these subjects can best be 
obtained. Its articles are arranged under a single alphabet, and 
may be classified under the general heads of biography, mythology, 
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geography, history, literature, antiquities, language, and bibliography. 
The illustrations, some fifteen hundred in number, are, for the most 
part, reproductions of ancient objects. The fullest treatment has 
been given to those questions which most frequently arise in the 
ordinary reading of the classics and which are of the greatest practical 
importance. Everywhere the greater convenience of the learner has 
been considered. In the preparation of the work, the editor has 
received the cooperation of the most eminent American and foreign 
scholars. 

Harper and Wallace's Xenophon's Anabasis 
— Seven Books 

With nbtes and vocabulary. By William R. Harper, Ph.D., LL.D., 
President, University of Chicago, and James Wallace, Ph.D., Mac- 
alester College. Half leather, i2mo, 575 pp. Price, $1.50. 

*T*HE text of this edition is Hug's, regarded by most critics as 
■*• well-nigh final. The notes are quite sufficient, and are sup- 
plemented by references to the grammars and an historical introduc- 
tion. The concise vocabulary has been prepared with great pains 
and in connection with careful readings of the text. Books V.-VII. 
have been edited for sight reading, affording admirable material. 
The classical illustrations, the map of Greece, and that showing the 
route of the Anabasis, are in keeping with the other features of the 
volume. 

Humphreys's Antigone of Sophocles 

With an introduction, notes, and appendix. By Milton W. Humphreys, 
Professor of Greek, University of Virginia. Cloth, i2mo, lxxviii + 256 
pp. Price, $1.50. 

'TpHIS volume has been prepared only after a close study and 
* comparison of the standard editions. The text has been con- 
stituted by the editor himself; and the notes give students such 
assistance as is necessary. The appendix furnishes an introduction 
to the critical study of the play. 
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Johnson's Homer's Iliad — Books I., II., and III. 

With notes and lexicon. By Henry Clark Johnson, A.M., LL.D., 
late President, Central High School, Philadelphia. Revised edition. 
Cloth, i2mo, 510 pp. Price, $1.32. 

A CCORDING to the texts of Dindorf and La Roche. Besides 
-*■** the revised notes, critical and explanatory, there are references 
to Hadley-AUen's and Goodwin's Greek Grammars and to Good- 
win's Greek Moods and Tenses. The appendix contains an outline 
of the Homeric question, a sketch of the versification and the dialect 
of Homer, and a number of selected passages for sight reading. 
The lexicon, giving a full knowledge of each word found in the text, 
has been prepared by Dr. Clarence E. Blake. 

Keep's Stories From Herodotus 

And the seventh book of the History. With English notes. By Robert 
P. Keep, Ph.D. Cloth, i6mo, xvi + 338 pp. Price, $0.90. 

TN this book the editor has presented Herodotus in his two-fold 
-*- character of the profound historian and the fascinating story- 
teller. Copious English notes are appended, extending over half the 
volume, in order to afford all reasonable help to the student in con- 
struing the text and in explaining its historical, mythological, and other 
allusions. The introduction gives many important and well-established 
facts respecting the life and travels of Herodotus, and also a synopsis 
of the contents of his great work. 

Kitchel's Plato's Apology, Crito, and a Part 
of the Phaedo 

With an introduction, commentary, and critical appendix. By Rev. C. L. 
Kitchel, M.A., Instructor in Creek, Yale University. Cloth, i2mo, 
1S8 pp. Price, $1.25. 

The same. Text edition. 116 pp. Price, $0.30. 

O present the character of Socrates clearly and to show the causes 



T 



of his great influence upon mankind are the objects kept in view 
throughout this work. To this end, and in order that the story may 
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not lack its climax and catastrophe, a part of the 
narrative portion of the Phaedo has been added 
to the Apology and the Crito. In the introduc- 
tion, after a short account of Plato, the life and 
conversation of Socrates are briefly described and 
analyzed with fine appreciation. The notes are 
chiefly expository, likewise giving all assistance 
needed for interpretation of the text. The manu- 
scripts, editions, and various readings of Plato are 
treated in the appendix. 




I judge that it would prove very 
useful indeed to a class of beginners 
in I 'Is to, giving them the material 
most needed by them, without matter 
that could well be spared until a later 
period of their study. — Edward D. 
Perky, Professor of Greek, Columbia 



Univ 



,ky. 



I have given it a careful reading. 
In my opinion no discriminating 
teacher of the Greek classics can fail, 
as he reads the introduction and notes, 
to be pleased with the orderly arrange- 
ment, the clearness and comprehen- 
siveness of the work. The opening 



and closing chapters of the Phaedo 
give completeness to the picture of the 
closing scenes in the life of Socrates, 
This volume, remarkable for the flaw- 
less beauty of the Greek text, offers in 
an attractive form just the information 
which the beginner in Plato needs. — 
Alexander Kerr, Professor of Greek, 
University of Wisconsin. 

Kitchel's Apology and Crito is ad- 
mirably adapted to the needs of our 
younger col lege students. Mr, Kitchel's 
work deserves hearty recognition. — 
Edward Capps, Associate Professor 
of Greek, University of Chicago. 



Lamberton's Thucydides — Books VI. and VII. 

With an introductory essay, explanatory notes, and indexes. By W. A. 
Lambertdn, A.M., Litt.D., Professor of Greek, University of Pennsyl- 
vania. Cloth, ismo, xxii + 324 pp. Price, $1.50. 

npHE text adopted is, in the main, that of StahPs Poppo. The stu- 
■*■ dent will find in the notes and introduction aids and explana- 
tions necessary to a clear understanding of this celebrated history. 
The opening essay on Thucydides, his work and his character, is par- 
ticularly helpful. 



Lawrence's Primer of Greek Literature 

(See History Primers.) 
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Maloney's St. Basil on Greek Literature 

With notes and vocabulary. By Edward R. Maloney. Cloth, i2mo, 
86 pp. Price, $0/75. 

*TPHIS book — the first edition of St. Basil's address ever published 
A in this country — affords teachers an opportunity to vary the 
usual course of reading in Greek with new, interesting, and helpful 
matter. The style of St. Basil is terse, and yet fluent, smooth, and 
easy; by many it has been ranked with the prose writers of the 
classic period. For these reasons and because the tone is liberal 
and broad-minded, the address furnishes a notable example of the 
best patristic literature. 

Merriam's Herodotus — Books VI. and VII. 

With a life of Herodotus, an epitome of his history, a summary of the 
dialect, and explanatory notes. By Augustus C. Merriam, Ph.D., Ad- 
junct Professor of Greek, Columbia College. Cloth, i2mo, xxx + 370 pp. 
Price, $1.50. 

*T*HE text on which this book is based for the most part is that 
-* of Stein's third edition of the Sixth Book and fourth edition 
of the Seventh, in the Haupt and Sauppe Series. The notes will be 
found of great value in acquiring an intimate acquaintance with the 
historian's style, idioms, and method of thought. The introduction 
also includes much information for the student with reference to the 
life of Herodotus, the character and contents of his books, and the 
most important features of his dialect. 

Newhall's Plato's Charm ides, Laches, and 
Lysis 

Edited by Barker Newhall, Ph.D., Professor of Greek, Kenyon Col- 
lege. Cloth, i2mo, xxix + 140 pp. Price, $1.25. 

^PHE three dialogues of Plato, because of their literary excellence, 
-"• which are the best suited for reading in the class room. They 
are not too long, nor too abstruse, nor do they lack the charm of 
dramatic setting. The Charm ides has been given the most extended 
treatment, with the hope that this dialogue may be made the center 
of more thorough study, though the Laches may be put in its place. 
The Lysis is intended for sight-reading, and is annotated accord- 
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ingly. The notes of all three dialogues are, however, sufficiently 
full. In the appendix are given the works used in the preparation 
of this work. 

It is well done and ought to find a Newhall's Plato is a very convenient, 

good field, as we have nothing else on and, at the same time, scholarly edi- 

the same dialogues. The introduc- tion of these three dialogues." I e*- 

tions are advisable, and the commentary pect to use it in a course 1 have offered 

good. We shall try to find a place in our summer school. — James W. 

for the book in our work. — J. Irving Kyle, Acting Professor of Greek 

Manatt, Professor of Greek, Brown Language and Literature, University 

University. of Missouri. 

Quackenbos's History of Ancient Literature 

(See Oriental.) 

Sihler's Protagoras of Plato 

With an introduction and critical and explanatory notes. By E. G. Sihler, 
Ph.D., Professor of Latin, New York University. Cloth, i2mo, 140 pp. 
Price, $0.75. 

Smith's Dictionary of Greek and Roman An- 
tiquities 

Edited by William Smith, LL.D. Revised by Charles Anthon, 
LL.D., Professor of the Greek and Latin Languages, Columbia College. 
Sheep, 8vo, 1,124 PP-» illustrated. Price, $4.25. 

Smith's Smaller Classical Dictionary (Stu- 
dent's Series) 

A dictionary of biography, mythology, and geography. By William 
Smith, D.C.L., LL.D. Cloth, i2mo, 438 pp., with illustrations. Price, 
$1.25. 

Wait's Ten Orations of Lysias 

Selected and edited with introduction, notes, and appendices. By Wil- 
liam H. Wait, Ph.D., University of Michigan. Cloth, i2mo, 240 pp. 
Price, $1.25. 

The same. Text edition. 109 pp. Price, $0.30. 

*T*HESE orations have been selected for their merit, variety, and 
■*• interest, and to illustrate the peculiar qualities and character- 
istics of Lysias as a rhetorician. Inasmuch as this is frequently ^c&^rc&. 
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Greek text read in college, the notes, historical, criti- 

^0&~--^ ca l> an ^ grammatical, are made very full and espe- 

M cially helpful. Questions on geography and biography 

"'< -Aft, arising in the reading of the orations may readily be 

answered by aid of the map at the beginning, and the 

biographical index near the close of the book. The 

^•l^^j^^L introduction includes a sketch of the life of Lysias, 

' ' - a short discussion of his style and the structure of 

his speeches, together with references and a list of 

helpful works in the study of this author. A short 

William h. waii jj g( q j j,jj oms an< i phrases ^ been inserted, and 

appendices added containing much important historical information. 

Wait's Lysias is an excellent edi- Dr. Wait's Lysias seems to me an 

lion. The notes ar e not too copious, admirable edition, well suited in every 

and they are not burdened with par- way for class room work. We have a 

allel passages, as in some editions, pas- class next semester, and shall hope to 

sages never examined by the student, use it. — B. L. D'OOce, Professor of 

The list of idioms, the biographical Latin and Greek, Michigan State Nor. 

index, the six appendices, and the mal School, 
chronological list are valuable features. 

— O. M. I'ernald, Professorof Greek, Dr. Wait's Lysias will lake high 

Williams College. rank in its adaptation to the needs of 

students. In its mechanical form it 

It is the best edition of Lysias avail- is superior to any other edition. Some 

able for students, and I shall be glad points strike me with especial interest 

to use it (some time during the present — the additional references in the 

scftsiriTi; in preference to any other notes, the postponement of certain 

edition I have or with which I am ac- relevant topics to the appendix, and 

quainted .— R. H. Sharp, Jr., Profes- thenovel list of idioms and phrases.— 

sor of Ancient Languages, Randolph- W. R. BrIDGMaN, Professor of Greek. 

Macon Woman's College. Lake Forest University. 

Westcott and Hort's Greek - English New 
Testament 

The Revised Greek-English New Testament, being Westcott and Hort's 
Text and the Revised English Version on opposite pages. Together with 
Dr. Philip Schaff's introduction to Westcott and Hort's New Testa- 
ment in the Original Greek. Half leather, ovo, civ + 540 pp. Price, 
$3.50- 
TN this edition of the New Testament the Revised English Version 
■*■ has been arranged so as to correspond as nearly as possible, page 
by page, with Westcott and Hort's Greek text — the two works being 
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printed on opposite pages. By facilitating comparison between the 
latest English translation and the purest and most recent Greek text 
of the New Testament, the work has won for itself a useful and con- 
spicuous place among the practical apparatus of the student and the 
Biblical scholar. It contains an introduction of some one hundred 
pages by Dr. Philip SchafT on the Sources of the Text, the Variations 
and Textual Criticism, and the printed editions of the Greek text. A 
list of noteworthy variations is added. 

Westcott and Hort's Greek New Testament 

The New Testament in the Original Greek. Revised by Brooke Foss 
Westcott, D.D., Canon of Peterborough and Regius Professor of Di- 
vinity, Cambridge, and Fenton John Anthony Hort, D.D., Hulsean 
Professor of Divinity, Cambridge. Cloth, i2mo, 603 pp. Price, $1.00. 



HARPER'S GREEK TEXTS 

This unannotated series of the principal Greek classics supplies 
students and general readers with texts which are very convenient in 
size and form. 

Eight volumes. Uniform cloth, i8mo. Price, each, $0.50. 

Euripides. With index. Two volumes. Vol. I., iv + 304 pp.; 

Vol. II., xii + 292 pp. 

Herodotus. Two volumes. Vol. I., viii + 362 pp. ; Vol. II., 
pp. 364. 

Plato. Dialogi VI. 328 pp. 

Sophocles. 340 pp. 

Xenophon. Anabasis. 224 pp. 

Xenophon. Libri Socratici. De Socrate Commentarii, Oecono- 
micus, Convivium ; Anonymi Socratis Apologia ad ludices. 252 pp. 
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HARPER'S LITERAL GREEK TRANSLATIONS 

These works furnish faithful translations of the principal Greek 
classics. A copious index is appended to each volume. 

Twelve volumes. Uniform cloth, i2mo. Price, each, $0.75. 

Aeschylus. The Tragedies of Aeschylus. Prometheus Chained; 

The Seven against Thebes ; The Persians ; Agamemnon ; The Choephori '; 
The Furies ; The Suppliants. With critical and illustrative notes, and an 
introduction, together with an appendix containing the new readings of 
Hermann's posthumous edition, xx + 394 pp. 

Demosthenes. In two volumes (sold separately). Vol. I. contains 

First, Second, and Third Olynthiacs ; First, Second, Third, and Fourth 
Philippics ; Orations : on the Peace, on Halonnesus, on the Chersonese, 
on the Letter (of Philip), on the Duties of the State, on the Navy Boards, 
on the Liberty of the Rhodians, for the Megalopolitans, the Treaty with 
Alexander. And appendices as follows : I. Olynthus ; II. Athenian Money 
and Mines ; III. The Thracian Chersonese ; IV. The Property Tax ; V. 
The Trierarchy. 320 pp. Vol. II. contains The Oration on the Crown 
and The Oration on the Embassy ; Appendices as follows : I. The Sacred 
War; II. Orators and Statesmen; III. The Council of Areopagus ; IV. 
The Council of 500 ; V. The Popular Assembly ; VI. The Opinion of 
Polybius ; VII. Revision of Laws ; VIII. Affairs of Peloponnesus ; IX. 
Chaeronea ; X. Whether Ctesiphon Broke the Law. With notes. 418 pp. 

Euripides. With critical and explanatory notes. In two volumes 

(sold separately). Containing the Tragedies of Euripides, as follows : Vol. 

I. Hecuba, Orestes, Phoenissae, Medea, Hippolytus, Alcestis, Bacchae, 
Heraclidae, Iphigenia in Aulis, Iphigenia in Tauris. xiv + 402 pp. Vol. 

II. Hercules Furens, Troades, Ion, Andromache, Suppliants, Helen, 
Electra, Cyclops, and Rhesus. 334 pp. 

Herodotus. The entire nine books. With a geographical and 

general index, vi + 614 pp. 

Homer's Iliad. With explanatory notes. 466 pp. 

Homer's Odyssey. With the Hymns, Epigrams, and Battle of 

the Frogs and Mice, and explanatory notes, xxx + 432 pp. 

Plato. Select Dialogues. Containing the Apology, Crito, Phaedo, 

Gorgias, Protagoras, Phaedrus, Theaetetus, Euthyphron, and Lysis. 551 pp. 

Sophocles. Tragedies : Oedipus Tyrannus, Oedipus Coloneus, 

Electra, Antigone, Trachiniae, Ajax, and Philoctetes. xviii + 340 pp. 

Thucydides. The History of the Peloponnesian War. vi + 594 pp. 
Xenophon. The Anabasis and the Memorabilia of Socrates. With 

a geographical commentary, xiv + 520 pp. 
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Quackenbos's History of Ancient Literature — 
Oriental and Classical 

By John D. Quackenbos, Columbia University. New edition, revised 
and corrected. Cloth, i2mo, 432 pp., illustrated. Price, $1.20. 

A COMPLETE and carefully condensed text-book for high schools, 
- *** academies, and colleges, presenting a full account of the litera- 
tures of ancient nations, and treating the origin and relationships 
of their representative languages. A clear outline is given of each 
literature as a whole, with its great writers standing out in bold relief. 
Brief biographies are also introduced, accompanied by short selec- 
tions showing each author's style and genius. In this new edition 
all texts, diagrams, and maps have been thoroughly revised, and a 
well selected bibliography added. 

Tolman 's Guide to Old Persian Inscriptions 

By Herbert Cushing Tolman, Ph.D., Professor in Vanderbilt Uni- 
versity. Cloth, i2mo, 187 pp. Price, $1.50. 

/CONTAINS the grammar, text, and vocabulary of all the old 
^* Persian inscriptions. In the present work, the grammatical 
principles are arranged as a grammar of the language, and all the 
verb-forms occurring in the inscriptions are completely classified. 
Foot-notes are given on the text pages, referring to the grammar on 
the first occurrence of a form or principle. 



VANDERBILT ORIENTAL SERIES 

Edited by Herbert Cushing Tolman, Ph.D., and James Henry 
Stevenson, Ph.D., Professors in Vanderbilt University. 

This series is designed to provide students pursuing college, uni- 
versity, or special courses of study with the results of the latest 
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discoveries and investigations in ancient history and literatures, and 
thus to facilitate their work in this important field of learning. When 
completed, it will include at least twelve volumes. 

Little's Grammatical Index to the Chflndogya-Upanisad 

By Charles Edgar Little, Ph.D., Professor of Latin, University of 
Nashville. Cloth, i2mo, x + 193 pp. Price, $1.00. 

f"T*HIS work has a twofold purpose. Its first object is to classify 
-** the linguistic material of this Upanisad for the use of philolo- 
gists in studying the life and growth of the language spoken by 
the ancient Hindus, and in determining the literary relation of the 
Chandogya to other Upanisads, and to the general mass of Sanskrit 
literature. It furnishes also sufficient grammatical and lexical data 
to serve as a special dictionary for those who may read this piece 
of literature for the first time. 

Tolman and Stevenson's Herodotus 

And the empires of the East. Based on Nikel's Herodot und die 
Keilschriftforschung. By H. C. Tolman, Ph.D., and J. H. Steven- 
son, Ph.D., Professors in Vanderbilt University. Cloth, i2mo, 105 pp. 
Price, $1.00. 

>T*HE authors present here material which will lead the student to 
-*- an appreciation of Herodotus. Constructive criticism has 
recently gone far to confirm the trustworthiness of much in Herod- 
otus that has been discredited, if not regarded as absurd, by some 
modern scholars, and the present volume will help to strengthen con- 
fidence in the historical value of that fascinating writer. The sources 
and writing of A ssyro- Babylonian history are first treated in a brief 
introduction. The main part of the book deals with the topography 
and geography of Babylonia, the history of Western Asia, and the 
customs, religion, and language of Babylonia and Persia* 
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Including Psychology, Logic, Moral Philosophy, and 

Ethics 

Bowne's Introduction to Psychological Theory 

By Borden P. Bowne, Professor of Philosophy, Boston University. Cloth, 
8vo, xiii + 329 pp. Price, $1.75. 

*T*HIS work is an introduction only, and does not go into the 
■* details or the literature of the subject. The aim is to point 
out the highways of psychology rather than its myriad byways. 
Secondly, it is an introduction to psychological theory, and aims less 
at a knowledge of facts than at an understanding of the principles. 
These principles are illustrated in the most common facts of experi- 
ence, and in a manner which cannot help being both impressive and 
convincing. From the plan of the work much attention to physio- 
logical psychology is precluded. 

Bowne's Metaphysics 

Revised edition. By Borden P. Bowne, Professor of Philosophy, Boston 
University. Cloth, 8vo, xiv + 429 pp. Price, $1.60. 

*TpHIS volume follows the author's Theory of Thought and Knowl- 
■*" edge, and with it gives a method of considering problems of 
speculative thought. Great emphasis is laid on the idealistic ele- 
ment and on the fact that both thought and being are impossible 
on the traditional realistic view. At the same time, the aim has been 
to save idealism from the misunderstandings which are the great 
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Johnson's Homer's Iliad — Books I., II., and III. 

With notes and lexicon. By Henry Clark Johnson, A.M., LL.D., 
late President, Central High School, Philadelphia. Revised edition. 
Cloth, i2mo, 510 pp. Price, $1.32. 

A CCORDING to the texts of Dindorf and La Roche. Besides 
■*** the revised notes, critical and explanatory, there are references 
to Hadley-Allen's and Goodwin's Greek Grammars and to Good- 
win's Greek Moods and Tenses. The appendix contains an outline 
of the Homeric question, a sketch of the versification and the dialect 
of Homer, and a number of selected passages for sight reading. 
The lexicon, giving a full knowledge of each word found in the text, 
has been prepared by Dr. Clarence E. Blake. 

Keep's Stories From Herodotus 

And the seventh book of the History. With English notes. By Robert 
P. Keep, Ph.D. Cloth, i6mo, xvi + 338 pp. Price, $0.90. 

TN this book the editor has presented Herodotus in his two-fold 
-** character of the profound historian and the fascinating story- 
teller. Copious English notes are appended, extending over half the 
volume, in order to afford all reasonable help to the student in con- 
struing the text and in explaining its historical, mythological, and other 
allusions. The introduction gives many important and well-established 
facts respecting the life and travels of Herodotus, and also a synopsis 
of the contents of his great work. 

KitchePs Plato's Apology, Crito, and a Part 
of the Phaedo 

With an introduction, commentary, and critical appendix. By Rev. C. L. 
Kitchel, M.A., Instructor in Greek, Yale University. Cloth, i2mo. 
188 pp. Price, $1.25. 

The same. Text edition. 116 pp. Price, $0.30. 

TO present the character of Socrates clearly and to show the causes 
of his great influence upon mankind are the objects kept in view 
throughout this work. To this end, and in order that the story may 
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not lack its climax and catastrophe, a part of the 
narrative portion of the Phaedo has been added 
to the Apology and the Crito. In the introduc- 
tion, after a short account of Plato, the life and 
conversation of Socrates are briefly described and 
analyzed with fine appreciation. The notes are 
chiefly expository, likewise giving all assistance 
needed for interpretation of the text. The manu- 
scripts, editions, and various readings of Plato are 
treated in the appendix. 




I judge that it would prove very 
useful indeed to a class of beginners 
in Plato, giving them the material 
most needed by them, without matter 
that could well be spared until a later 
period of their study. — Edward D. 
Perry, Professor of Greek, Columbia 
University. 

I have given it a careful reading. 
In my opinion no discriminating 
teacher of the Greek classics can fail, 
as he reads the introduction and notes, 
to be pleased with the orderly arrange- 
ment, the clearness and comprehen- 
siveness of the work. The opening 



and closing chapters of the Phaedo 
give completeness to the picture of the 
closing scenes in the life of Socrates. 
This volume, remarkable for the flaw- 
less beauty of the Greek text, offers in 
an attractive form just the information 
which the beginner in Plato needs. — 
Alexander Kerr, Professor of Greek, 
University of Wisconsin. 

Kitchel's Apology and Crito is ad- 
mirably adapted to the needs of our 
y ou n ger co liege stu d e n ts . M r. Kitchel's 
work deserves hearty recognition. — 
Edward Capps, Associate Professor 
of Greek, University of Chicago. 



Lamberton's Thucydides — Books VI. and VII. 

With an introductory essay, explanatory notes, and indexes. By W. A. 
Lamberton, A.M., Litt.D., Professor of Greek, University of Pennsyl- 
vania. Cloth, l2mo, xxii + 314 pp. Price, $1.50. 

npHE text adopted is, in the main, that of Stahl's Poppo. The stu- 
■* dent will find in the notes and introduction aids and explana- 
tions necessary to a clear understanding of this celebrated history. 
The opening essay on Thucydides, his work and his character, is par- 
ticularly helpful, 



Lawrence's Primer of Greek Literature 

(See History Primers.) 
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Maloney's St. Basil on Greek Literature 

With notes and vocabulary. By Edward R. Maloney. Cloth, i2mo, 
86 pp. Price, $0.75. 

>T*HIS book — the first edition of St. Basil's address ever published 
■*- in this country — affords teachers an opportunity to vary the 
usual course of reading in Greek with new, interesting, and helpful 
matter. The style of St. Basil is terse, and yet fluent, smooth, and 
easy ; by many it has been ranked with the prose writers of the 
classic period. For these reasons and because the tone is liberal 
and broad-minded, the address furnishes a notable example of the 
best patristic literature. 

Merriam's Herodotus — Books VI. and VII. 

With a life of Herodotus, an epitome of his history, a summary of the 
dialect, and explanatory notes. By AUGUSTUS C. Merriam, Ph.D., Ad- 
junct Professor of CI reek, Columbia College. Cloth, ismo, xxx + 370 pp. 

Price, $1.50. 

>T*HK text on which this book is based for the most part is that 
-*- of Stein's third edition of the Sixth Book and fourth edition 
of the Seventh, in the Haupt and Sauppe Series. The notes will be 
found of great value in acquiring an intimate acquaintance with the 
historian's style, idioms, and method of thought. The introduction 
also includes much information for the student with reference to the 
life of Herodotus, the character and contents of his books, and the 
most important features of his dialect. 

Newhall's Plato's Charm ides, Laches, and 
Lysis 

Edited by Barker Newhall, Ph.D., Professor of Greek, Kenyon Col- 
lege. Cloth, i2mo, xxix + 140 pp. Price, $1.25. 

THE three dialogues of Plato, because of their literary excellence, 
which are the best suited for reading in the class room. They 
are not too long, nor too abstruse, nor do they lack the charm of 
dramatic setting. The Charmides has been given the most extended 
treatment, with the hope that this dialogue may be made the center 
of more thorough study, though the Laches may be put in its place. 
The Lysis is intended for sight-reading, and is annotated accord- 



GREEK LITERATURE 



229 



ingly. The notes of all three dialogues are, however, sufficiently 
full. In the appendix are given the works used in the preparation 
of this work. 



It is well done and ought to find a 
good field, as we have nothing else on 
the same dialogues. The introduc- 
tions are advisable, and the commentary 
good. We shall try to find a place 
for the book in our work. — J. Irving 
Man att, Professor of Greek, Brown 
University. 



Newhall's Plato is a very convenient, 
and, at the same time, scholarly edi- 
tion of these three dialogues.' I ex- 
pect to use it in a course I have offered 
in our summer school. — James W. 
Kyle, Acting Professor of Greek 
Language and Literature, University 
of Missouri. 



Quackenbos's History of Ancient Literature 

(See Oriental.) 

Sihler's Protagoras of Plato 

With an introduction and critical and explanatory notes. By E. G. Sihler, 
Ph.D., Professor of Latin, New York University. Cloth, i2mo, 140 pp. 
Price, $0.75. 

Smith's Dictionary of Greek and Roman An- 
tiquities 

Edited by William Smith, LL.D. Revised by Charlks Anthon, 
LL.D., Professor of the Greek and Latin Languages, Columbia College. 
Sheep, 8vo, 1,124 pp., illustrated. Price, $4.25. 

Smith's Smaller Classical Dictionary (Stu- 
dent's Series) 

A dictionary of biography, mythology, and geography. By William 
Smith, D.C.L., LL.D. Cloth, i2mo, 438 pp., with illustrations. Price, 
$1.25. 

Wait's Ten Orations of Lysias 

Selected and edited with introduction, notes, and appendices. By Wil- 
liam H. Wait, Ph.D., University of Michigan. Cloth, i2mo, 240 pp. 
Price, $1.25. 

The same. Text edition. 109 pp. Price, $0.30. 

*T*HESE orations have been selected for their merit, variety, and 
-*• interest, and to illustrate the peculiar qualities and character- 
istics of Lysias as a rhetorician. Inasmuch as this is frequently the first 
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Greek text read in college, the notes, historical, criti- 

j- cal, and grammatical, are made very full and espe- 

M cially helpful. Questions on geography and biography 

arising in the reading of the orations may readily be 

answered by aid of the map at the beginning, and the 

biographical index near the close of the book. The 

^^■^^^^^L introduction includes a sketch of the life of Lysias, 

a short discussion of his style and the structure of 

his speeches, together with references and a list of 

helpful works in the study of this author. A short 

list of idioms and phrases has been inserted, and 

appendices added containing much important historical information. 

Wait's Lysias is an excellent edi- Dr. Wail's Lysias seems to me an 

tion. The notes are not too copious, admirable edition, well suited in every 

and they are not burdened with par- way for class room work. We have a 

allel passages, as in some editions, pas- class next semester, and shall hope to 

sages never examined by the student, use it. — B. L. D'OOGE, Professor of 

The list of idioms, the biographical Latin and Greek, Michigan State Nor- 

index, the six appendices, and the mat School, 
chronological list are valuable features. 

— O. M. Ef.rnat.ij, I'rofessorof Greek, Dr. Wait's Lysias mil take high 

Williams College. rank in its adaptation to the needs of 

students. In its mechanical form it 

It is the best edition of Lysias avail- is superior to any other edition. Some 

able for students, and I shall be glad points strike me with especial interest 

to use it (some time during the present — the additional references in the 

session) in preference to any other notes, the postponement of certain 

edition I have or with which I am ac- relevant topics to the appendix, and 

quainted. — R. H. Sharp, Jr., Profes- the novel list of idioms and phrases. — 

sor of Ancient Languages, Randolph- W. R. Bridgman, Professor of Greek, 

Macon Woman's College. Lake Forest University. 

Westcott and Hort's Greek - English New 
Testament 

The Revised Greek-English New Testament, being Westcott and Hort's 
Text and the Revised English Version on opposite pages. Together with 
Dr. Pun. tr SCHAPF'S introduction to Westcott and Hort's New Testa- 
ment in the Original Greek. Half leather, 8vo, civ + 540 pp. Price, 
te.50, 

TN this edition of the New Testament the Revised English Version 

has been arranged so as to correspond as nearly as possible, page 

by page, with Westcott and Hort's Greek text — the two works being 
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printed on opposite pages. By facilitating comparison between the 
latest English translation and the purest and most recent Greek text 
of the New Testament, the work has won for itself a useful and con- 
spicuous place among the practical apparatus of the student and the 
Biblical scholar. It contains an introduction of some one hundred 
pages by Dr. Philip SchafI on the Sources of the Text, the Variations 
and Textual Criticism, and the printed editions of the Greek text. A 
list of noteworthy variations is added. 

Westcott and Hort's Greek New Testament 

The New Testament in the Original Greek. Revised by Brooke Foss 
Westcott, D.D., Canon of Peterborough and Regius Professor of Di- 
vinity, Cambridge, and Fenton John Anthony Hort, D.D., Hulsean 
Professor of Divinity, Cambridge. Cloth, i2mo, 603 pp. Price, $1.00. 



HARPER'S GREEK TEXTS 

This unannotated series of the principal Greek classics supplies 
students and general readers with texts which are very convenient in 
size and form. 

Eight volumes. Uniform cloth, i8mo. Price, each, $0.50. 

Euripides. With index. Two volumes. Vol. I., iv + 304 pp.; 

Vol. II., xii + 292 pp. 

Herodotus. Two volumes. Vol. I., viii + 362 pp. ; Vol. II., 
pp. 364. 

Plato. Dialogi VI. 328 pp. 

Sophocles. 340 pp. 

Xenophon. Anabasis. 224 pp. 

Xenophon. Libri Socratici. De Socrate Commentarii, Oecono- 
micus, Convivium ; Anonymi Socratis Apologia ad ludices. 252 pp. 
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This work of M. Janet is beyond assured of the truth of the principles 
comparison the best elementary text advanced only by their perfect consist- 
on ethics that has come from the press ency and the easy, natural handling and 
in many a day. While it is perfectly steady progress of the exposition. — J. 
suited to purposes of initial instruction, J. Tigert, late Professor in Vander- 
it is rigidly scientific. The beginner is bilt University. 

Jevons's Logic 

(See Science Primers.) 

Peabody's Manual of Moral Philosophy 

Designed for colleges and high schools. By Andrew P. Pea body, D.D., 
LL.l)., late Plummer Professor of Christian Morals, Harvard University. 
Half leather, i2mo, vii + 225 pp. Price, $0.90. 

>T*HIS legacy to students from a wise and revered teacher is so 
-** rich in the fruits of learning, and in the lessons of moral 
insight and experience, that its benefits must long continue to be felt. 
The value of the book is not a little enhanced by the chapter on the 
history of moral philosophy. Among the author's chief aims in its 
preparation was his desire to emphasize the basis of moral philoso- 
phy, to classify the virtues which constitute this, and to present the 
Christian religion and morality in their true relations. 

Putnam's Text- Book of Psychology 

For secondary schools. By Daniel Putnam, LL.D., Professor of Psy- 
chology and Pedagogy, Michigan State Normal College. Cloth, i2mo, 
300 pp. Price, $1.00. 

A LTHOUGH intended especially for students in normal schools, 
**> high schools, and other secondary schools, this book provides 
instructive reading for teachers. The manner of presentation is 
simple and direct, and the plan of teaching practical. The new 
psychology is considered but a natural evolution of the old, and con- 
sequently no real conflict here is evident between them. Whatever 
new doctrines and theories, new modes of expression, and new ar- 
rangements of matter are well established, have been adopted in this 
work. The various so-called kinds of psychology — the physiological, 
the empirical, the old, and the new — are briefly and clearly described 
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in the introduction. Each chapter is followed by a short summary 
of its contents ; the appendix includes helpful suggestions for experi- 
ments in psychology and as to simple apparatus for performing them. 

Roark's Psychology in Education 

(See Education.) 

Schuyler's Principles of Logic 

For high schools and colleges. By A. Schuyler, LL.D., Professor of 
Mathematics and Philosophy, Kansas Wesleyan University. Cloth, i2mo, 
168 pp. Price, $0.60. 
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EDUCATION 

Aber's Experiment in Education 

Also the ideas which inspired it and were inspired by it. By Mary R. 
Alling-Aber. Cloth, i2mo, ix + 245 pp. Price, $1.25. 

TN this record of an actual experiment in pedagogical methods which 
-*• was prolonged through three years, it is shown how less time and 
energy may be wasted during the first ten years of school life. At the 
end of this experiment in the ordinary subjects of primary instruction 
the children were far in advance of others of corresponding ages in our 
best schools, and had gained, furthermore, a large fund of valuable 
knowledge. By this method young children not only will receive 
definite instruction in science, history, literature, and the arts, but 
they will also increase their proficiency and interest in reading, writing, 
and arithmetic. 

From Letters to the Author. fessor and Head of the Department of 

Philosophy, University of Chicago. 
I am struck with the direct straight- 
forwardness and fundamental hold I am pleased with your little book, 

which you have upon educational prin- and have published a brief note of it 

ciples and with the definiteness and in the latest issue of my Pedagogical 

clearness with which you think out Seminary. — G. Stanley Hall, Presi- 

their application to actual school work, dent, Clark University. 
I do not know as good a statement of 

what is valuable in the so-called "new" I should like to see this very sug- 

education, and one so free from the gestive book in the hands of every 

vague, superficial, and somewhat de- teacher in the land. I regard the 

clamatory character which is apt to principles on which your experiments 

attach to the expositions of it. You were made as correct, and as applied 

have united what is valuable in the most admirably. — E. A. SHELDON, 

newwith the thoroughness and definite- late President, Oswego State Normal 

ness of the old. — John Dewey, Pro- School, New York. 
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Aiken's Exercises in Mind-Training 

In quickness of perception, concentrated attention, and memory. By 
Catharine Aiken. Cloth, i2mo, 130 pp. Price, $1.00. 

*T*0 teachers who are interested in developing and training the 
■*- mental powers of pupils these exercises are invaluable. They 
have been used with remarkable effectiveness in the author's school, 
and furnish interesting drills in arithmetic, synonyms, unconscious 
counting, the Morse alphabet, sight reading in music, grammar, selec- 
tions for memorizing, geography, history, geometry, geology, astron- 
omy, etc. The book presents practical applications of the principles 
employed in the author's Methods of Mind-Training. 

Aiken's Methods of Mind-Training 

Concentrated attention and memory. By Catharine Aiken. Cloth, 
i2mo, nopp. Price, $1.00. 

*T*HESE methods of developing a concentrated attention and of 
■*■ training the memory are exceedingly simple, and can be ap- 
plied with equal facility in all grades of school work. They consist 
of short exercises in different branches of study, which were em- 
ployed by the author with wonderful success in her school, and re- 
quire but a few minutes during each day. A practical application of 
psychological principles, they quicken the perceptive faculties, culti- 
vate the habit of accuracy in seeing and hearing, and increase the 
powers of discrimination in observing similarities, differences, and 
relations, inasmuch as attention is the underlying condition which 
properly develops these functions of the mind. 

. . . It seems a public service to was shown the reports of the first. Most 

give the widest publicity to a method of these reports astonished him. They 

of mind-training, or " concentrated at- were so superior to any other reporter's 

tention," practiced by Miss Catharine work that he had seen, that he was 

Aiken in her girls' school in Stamford, certain that they were accomplished by 

Connecticut. ... I am able to the use of stenography. They were a 

add some testimony as to the value of complete analysis of the whole lecture, 

this method. A lecturer recently read the substance and form, and, to a sur- 

a somewhat technical paper to this prising extent, the phraseology — as he 

school on English language. The girls said, 4 * Why, they had the whole thing." 

listened intently. The following week, There had been, however, no steno^- 

at the occasion of the next lecture, he raphy, tvot awj e*X£.Tita& woNs. va^\s^» 



The work was the result of cultivating deeply impressed by the results you had 

the art of listening and con centra led at- gained, and have repeatedly spoken 

tention. — CHARLES DUDLEY Warner, of them toothers. I do not think you 

in Harper's Magazine. can tell the half; the work must be 
seen in its progress to be fully appre- 

I am glad to read your little book on ciated. The results of your plan seem 

mi ad -training. You will, perhaps, re- lo me remarkable. — J. M. Taylor, 

member my call at your school. I was President, Vassar College. 

Hailmann's History of Pedagogy 



Hewett's Elements of Psychology 

(See Philosophy.) 

Hinsdale's Art of Study 

A manual for teachers and students of the science and the art of teaching. 
By B. A. Hinsdale, Ph.D., I.L.D.. Professor of the Science and the 
Art of Teaching, University of Michigan. Cloth, lamo, 266 pp. Price, 

*T*HIS book demonstrates the true rela- 
■*■ tions that should exist between the 
teacher and the pupil in the schoolroom, 
and presents practical methods by which 
such relations may be established and 
maintained. As learning is the primary 
act, and teaching but secondary, it pro- 
poses a partial readjustment of the existing 
relations between teacher and pupil, by 
which the pupil will become the distinct 
and proper center of the school system, 
and everything else — teacher, studies, and 
apparatus— subordinate to him. The book is particularly rich in sug- 
gestions which will enable the teacher and the pupil to work together 
with less effort and greater results. 

It deals with a neglectetl phase of are interested in the practical work of 
pedagogy. The work is sound and leaching. — II. A. Cakr, Instructor in 
sensible, and should be read by all who Pedagogy, University of Colorado. 
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It seems to me a valuable and prac- 
tical book for teachers, discussing fruit- 
fully a very important and much ne- 
glected subject. Such chapters as The 
Study Lesson, Attacking the Lesson, 
and The Recitation Lesson are worth 
a great deal more than the price of the 
book to any teacher. I shall take great 
pleasure in calling the attention of stu- 
dents to this excellent little manual. — 
J. W. Stearns, Director of School of 



Education, and Professor of Philosophy 
and Pedagogy, University of Wis- 
consin. 

I have been deeply interested in it. It 
is one of the best things Dr. Hinsdale 
has done. I think this book can be 
used to great advantage to teachers 
and students. — Albert Leonard, 
President, Michigan System of Normal 
Schools. 



King's School Interests and Duties 

Developed from Page's Mutual Duties of Parents and Teachers, from 
various public reports and documents, and from the Bulletin of the Na- 
tional Bureau of Education. By Robert M. King, Instructor in the 
Indianapolis High School. Cloth, i2mo, 336 pp. Price, $1.00. 

Page's Theory and Practice of Teaching (Bran- 
son) 

Or the motives and methods of good school keeping. By David P. Page. 
Edited by E. C. Branson, Georgia State Normal School. Cloth, i2mo, 
382 pp. Price, $1.00. 

TN the present form this standard work is more complete and 
-■■ attractive than ever before. The text is Mr. Page's own, with- 
out material change, except that the editor has inserted a new chapter 
on Fitness to Teach, a fundamental matter not so specifically treated 
in the original volume. The chapters, introduced by apposite quota- 
tions, are followed by topical outlines, reviews, references, and such 
other aids as serve to make the work more distinctively a text-book, 
and to increase its value for private students, class rooms, and reading 
circles. 



Page's Theory and Practice of Teaching 
(Payne) 

Or the motives and methods of good school keeping. By David P. 
Page, A.M., First Principal, State Normal College, Albany, N. Y., to 
which is prefixed a biographical sketch of the author. New edition, 
edited and enlarged by W. H. Paynk, Professor of the Science and the 
Art of Teaching, University of Michigan. Cloth, i2mo, 422 pp. Price, 
$1.00. 
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Putnam's Text-book of Psychology 



Report of the Committee of Ten 

On secondary studies. With the reports of the conferences arranged by 
the committee. Published for the National Educational Association. 
Paper, 8vo, xii + 249 pp. Price, $0.30. 

Roark's Method in Education 

An institute maoual and text-book for teachers. By RlIRIC N. RoARK, 
Ph.D., Dean of the Department of Pedagogy, State College of Kentucky. 
Cloth, 1 21110, 348 pp. Price, $1.00. 



book of Roark's Pedagogical Series — 
the author laid a foundation whereon to 
build a system of pedagogy. In the pres- 
ent volume he develops in detail the appli- 
cations of psychology in the work of teach- 
ing. This book is designed for normal 
schools, teachers' reading circles, and for 
private reading by every teacher who seeks 
a solution of the problems which present 
themselves in the . schoolroom. By its 
practical application and illustration of 
sound pedagogical principles, it forms a working manual of great 
helpfulness to all teachers, both to the experienced and to the inex- 
perienced. 

I have read it with great interest, It is an improvement on most works 
and funsidtn it 0:1c t>f tlx very best of of its kind. I like the plan and pur- 
its kind. It embodies up-to-date nays pose of the book. The practical and 
and means of teadiin^, i.ll bused upon interesting manner in which the vari- 
sound pedagogical principles. I do ous topics are discussed is not excelled 
not remember that I have ever read a in any other book on method with 
book of its scope more helpful to the which I am acquainted. — Ira \V. 
common school teacher. 1 have already IIoivf.rtie, Instructor in Sociology, 
called the attention of various training College for Teachers, University of 
class teachers to the book.— W, I). Chicago. 
Graves, Inspector of Teachers' Train- 
ing Classes, State of New York, De- It will be useful to beginners in 
partment of Public Instruction. teaching, for whom there is no book 
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which makes a simple application of I have examined it with care, and find 

psychological principles to the work it to be a book comprising the thought- 

of the teacher. This will be readily ful study and experience of a wise 

understood and appreciated. — J. W. teacher. It covers the field of general 

Stearns, Director of School of Edu- methods in good form. — D. L. Kikhle, 

cation and Prof essor of Philosophy and Professor of Pedagogy, University of 

Pedagogy, University of Wisconsin. Minnesota. 

Roark's Psychology in Education 

Designed as a text-book and for the use of the general reader. By Ruric 
N. Roark, Ph.D., Dean of the Department of Pedagogy, State College 
of Kentucky. Cloth, i2mo, 312 pp. Price, $1.00. 

TNVALUABLE to teachers, this book furnishes them with a 
*■■ logical and scientific basis for their daily work in the school- 
room. Not only is it useful as a text-book in normal schools, training 
classes, and teachers' reading circles, but it gives to the general reader 
a knowledge of mind phenomena and their relations. It combines 
with practical applications the advantages of both old and new sys- 
tems, and adheres to physiological as well as to general psychology. 

I read with care the new book on It is the best book yet written upon 
Psychology in Education by Dean the subject for teachers. It is the only 
Roark. It is easy to see that the edu- work of the kind which treats the 
cational public is giving its attention metaphysical subject in such a manner 
to comprehensive problems and to the as to bring it within the comprehension 
application of principles to our methods and practical application of teachers, 
of education. Teachers will find this It is elementary, yet treats every sub- 
new book very helpful to them in its ject in a most thorough, logical, and 
lucid discussion of elementary princi- psychological manner, after which it 
pies of psychology and in the practical shows the application to be made. No 
way in which the author gives them teacher should be without this most 
a concrete setting in schoolroom ex- valuable book. I consider it one of 
perjence. The clear type and the taste- the best ready-reference books in my 
ful arrangement of its matter make it library upon the subject, from the side 
pleasant to handle the volume. — D. L. of utility to the teacher. — George P. 
Kiehle, Professor of Pedagogy, Uni- Bible, Principal, Fourth District State 
versity of Minnesota. Normal School, East Stroudsburg, Pa. 

Rolfe's Elementary Study of English 

Hints to teachers. By William J. Rolfe, Litt. D. Cloth, i2mo, iv + 
86 pp. Price, $0.36. 

In addition to Hints for Teachers on the Use of the English 
Classics for School Reading, there are in this little book papers on 
The Grammar School Course in English, Hints on L>a£\\^%\^Ni^ 
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and The English Language. These suggestions, coming from so 
eminent a scholar and teacher, cannot fail to be of great practical 
value, since they have been used by him for over forty years with 
remarkable success. 

Seeley's History of Education 

By Levi Seeley, Ph.D., Professor of Pedagogy, New Jersey State Nor- 
mal School. Cloth, i2mo, 343 pp. Price, $1.25. 

*T*HIS is a working book, clear, comprehensive, and accurate, and 
**• sufficient in itself to furnish all the material on the subject that 
will be required by any examining board, or that may be demanded 
in a normal or college course. Each educational system is taken up 
and summarized in turn, its development shown, and its important 
lessons pointed out. In addition, there are included biographical 
sketches of the leading educators, with their systems of pedagogy, 
comparisons of the educational systems of all the leading countries, 
and extensive bibliographies of works for reference. 

I find in Seeley's History of Educa- Dr. Seeley's long experience as an 

tion much careful work and evidence of educator has equipped him to treat 

painstaking investigation. The refer- this subject from a teacher's point of 

ences to leading historical works are view. He has done his work admir- 

most helpful, making it in this respect ably, and has given us a concise and 

distinctly superior to anything else on comprehensive History of Education 

the subject. The work is compre- in a very attractive form. It is brief 

hensive and accurate, and will prove and simple, and will certainly prove a 

of great service to the student of edu- very helpful text-book. — Charles R. s 

cational history. — Charles De Gar- Skinner, State Superintendent, De- 

mo, Professor of the Science and Art partmentof Public Instruction, Albany, 

of Education, Cornell University. N. Y. 

Seeley's History of Education cer- Seeley's History of Education is a 
tainly covers a wide field and is rich condensed presentation of the develop- 
in materials for instruction. It needs mentof education in different countries 
a broad background of knowledge of from the dawn of civilization to the 
general history to make it as profitable present time. In brief compass the 
as it ought to be to the student, but I author has given the essential features 
do not know how the difficulties aris- of each system. It is just such a trea- 
ing from lack of this can be better tise as the average teacher should have 
overcome than they have been by the for ready and reliable reference. It 
author. — J. W. Stearns, Professor of should be read by all grades of teach- 
Philosophy and Pedagogy, University ers. — J. M. Greenwood, Superin- 
of Wisconsin. tendent of Schools, Kansas City, Mo. 
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Shoup's History and Science of Education 

By William J. Shoup, M.S. Cloth, - tamo, 320 pp. Price, $1.00. 

"IN this book for institutes, normal schools, reading circles, and 
■*• self- instruction, there is much that will help those engaged in 
teaching, and those desiring to become teachers, to elevate their 
calling from the level of a trade to the dignity of a profession. To 
become educators in the higher and better sense of the term they 
must familiarize themselves with the laws that govern the develop- 
ment of the human mind and then learn to adapt their teaching to 
those laws. The author shows clearly that there is a science as well 
as a history of education, and the book demonstrates the application 
of that science to the art of teaching. 

Swett's American Public Schools 

History and pedagogics. By John Swett. Cloth, 12010, 330 pp. Price, 



A LTHOUGH intended primarily for 
^*" the great body of American public 
school teachers, this is a valuable book for 
class and library use in normal schools 
and colleges. In the first part is a series 
of studies on the vital points of public 
school history, together with an outline of 
psychological and pedagogical methods of 
instruction and management in American 
public schools. The second part relates to 
applied pedagogics in the common schools, john swett 

and treats specifically of modern courses 

of study in primary and grammar grades, of school management, of 
professional reading and study for teachers, and of common sense ap- 
plied to rural schools. Throughout the book free use has been made 
of the latest writings of American educational leaders. 

It is a broad-minded, scholarly, and tional history and criticism. As a 
Inspiring work, and a positive contri- summary of the growth and present 
bution of the highest value to educa- condition o( cak iiet^i\)\\t^ita&'s^> 
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system it (ills a hitherto empty place in In the pedagogical section ail the 

the library of the teacher; but its great- author's statements are clear, simple, 

est quality is its philosophical spirit, by and practical, and are characterized by 

which the facts receive noble and wise common sense, at the same time being 

interpretation.— William E. ChaS- based upon the most correct pedagogi- 

ckllor. Superintendent of Schools, cal principles. The author's thought 

liloomlield, X. J. is rich in interesting allusions and 
instructive quotations from the best 

Swell's American Public Schools is thinkers. The book should be in the 

a helpful book for teachers. The his- library of every common school teach- 

torical chapters give very interesting er. — T.'C. KaKNes, late Professor of 

as well as very valuable information on Philosophy and Pedagogy, University 

the progress of education in America, of Tennessee. 

White's Elements of Pedagogy 

A nianual for teachers, normal schools, normal institutes, teachers' read- 
ing circles, and all persons interested in school education. By EMERSON 
E. White. A.M., I.1..1X Cloth, ismo. 336 pp. Price, ji.oo. 

> V the safe path of experience and in the light 
of modern psychology, the author has here 
found a way to point out the limitations of the 
ordinary systems of school education and to show 
how' its methods may be harmonized and coordi- 
nated. He expounds the fundamental principles 
of teaching in a manner logical and convincing, 
and combines such a variety and wealth of pedagogic 
aids as are seldom to be found in a single text-book. 
'.eson e. white Elements of Psychology, Principles of Teaching, 

Methods of Teaching, Methods of Teaching Spe- 
cial Branches, Moral Training— under these few general heads the 
subject is presented with a comprehensiveness no less remarkable 
than the orderly development, careful detail, and graphic illustration 
of this book. 

White's School Management 

A practical treatise for teachers and all other persons interested in the 
right training of the young. Hy Emerson E. White, A.M., LL.l). 
Cloth, i2mo, 320 pp. Price, $1.00. 

TN this book the author has discussed school government and 
■■• moral training from the standpoint of experience, observation, 
and study. Avoiding dogmatism, he has carefully stated the grounds 
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of his views and suggestions and has freely used the fundamental 
facts of mental and moral science. So practical are the applications 
of principles, and so apt are the concrete illustrations, that the book 
cannot fail to be of special interest and profit to all teachers, whether 
experienced or inexperienced. It will be particularly effective in 
overcoming those two most obstructive foes of progress in school 
training — artificiality in motive and mechanicalness in method. 

I find it one of the most useful and I am happy to say that I regard it as 

practical books that have been written one of the best books of its class that 

on the management of schools. The has come to my knowledge. I wish it 

selection of materials for moral lessons, might be put into the hands of every 

the analysis of the moral elements of school teacher in the land. The sug- 

character, and the discussion of the gestions are ail good and thoroughly 

question of punishment are so attract- practical. I shall put it into our peda- 

ive thai I could not lay aside the book gogical library and recommend our 

without looking over every page. The teachers to read it. — E. A. Shf.i.don, 

chapter on mechanical devices will be late Principal, State Normal School, 

very helpful to the young teacher be- Oswego, N. Y. 
cause he will find something that he 

can use at once. Most writings on this It is an exceedingly opportune con- 
subject fail to give any real help. — W. tribution to our educational literature. 
T. Harris, U. S. Commissioner of It sets forth in a simple and practical 
Education. manner the great truths underlying 

the principles of teaching, while em- 

I rejoice that School Management phasizing distinctly the moral and 

has been given to the public in this spiritual nature of the child. On the 

form. Like the Elements of Peda- side of character-building, it stands in 

gogy, it meets the difficulties encoun- striking contrast to the materialistic 

tered by the practical teacher, and views which degrade human nature 

will help every teacher and school that and destroy both soul and body, 

uses it. I specially rejoice that it Every one who reads this book will 

emphasizes moral training. — John feel impelled to lead a better life. — 

Eaton, formerly Commissioner of J. M. Greenwood, Superintendent of 

Education. Schools, Kansas City. 
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Brooks's Teacher's Register 

A school register for recording attendance, recitations,^ and deportment 
in classes. Designed for the use of colleges, academies, and schools. By 
N. C. Brooks, A.M., President, Baltimore Female College. Half leather, 
small 4to. Price, $0.70. 
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Complete School Register 

Containing forms for daily and term record. With forms of teachers' re- 
ceipts and certificates, and spaces for preserving all the data required for 
a complete report. Boards, q% inches x 13^ inches. Price, $0.60. 

Teacher's Complete Pocket Record 

Cloth, i6mo. Price, $0.45. 

Tracy's School Record 

Designed for keeping a simple but exact record of attendance, deport- 
ment, and scholarship. Containing also an extensive list of topics for 
composition and colloquies. Themes for short lectures, etc. By J. L. 
Tracy. Cloth, 4to. Price, $0.55.. 

Tracy's Teacher's Pocket Record 

Of attendance, deportment, and scholarship. By J. L. Tracy. Cloth, i6mo. 
Price, $0.45. 

White's Teacher's Class Record 

By Emerson E. White, A.M., LL.D. Cloth, small 4to. Price, $0.60. 



Miscellaneous 

Including Agriculture, Bible Readings, Drawing, 
Manual Training, Mythology, Music, and Physical 
Training 

AGRICULTURE 
Lupton's Scientific Agriculture 

(See Science Primers.) 

Winslow's Principles of Agriculture for Com- 
mon Schools 

By I. O. Winslow, A.M. Cloth, i2mo, 152 pp., illustrated. Price, 
.60. 



PRIMARILY designed for use in the public schools, this book 
** contains no difficulties too great for ordinary pupils of twelve 
or fourteen years. Avoiding the unsolved problems connected with 
the subject, it occupies itself with such as are established beyond 
question and sufficient for the attention of beginners. 



BIBLE READINGS 

Schaeffer's Bible Readings 

For schools. Edited by Nathan C. Schaeffer, Ph.D., D.D., Super- 
intendent of Public Instruction of Pennsylvania. Cloth, i2mo, 217 pp. 
Price, $0.35. 

A familiarity with the Bible is essential to children. As a means 
to moral instruction and to appreciation of the best literature, it 
it is indispensable. The present collection contains reading ^eA. 
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exercises for schools, which are free from all sectarian and doctrinal 
teachings, and may be used by children of any religious denomina- 
tion. 

Wight's Selections from the Bible 

For use in schools. Arranged by John G. Wight, Ph.D., Litt.D., 
Principal, Wadleigh High School for Girls, New York City. Cloth, i6mo, 
293 pp. Price, $0.40. 

T N this little book schools will find an excellent collection of ex- 
-*■ tracts from the Bible, eminently suited for use in opening exer- 
cises. The passages chosen are sufficiently brief for the purpose in 
view ; . they are complete in thought, and varied and interesting in 
theme. Only such selections are made as will best emphasize the 
moral lessons, poetry, and eloquence, and the sublimities of thought 
contained in the Bible — in a word, such passages as will appeal to 
people of every race and creed. 



DRAWING 

Tracy's Introductory Course in Mechanical 
Drawing 

By J. C. Tracy, C.E., Instructor in the Sheffield Scientific School, 
Yale University. With a chapter on Perspective by E. H. LocKW'oon, 
M.E., Instructor in the Sheffield Scientific School. Cloth, oblong 4to, 
viii +115 pp., with diagrams and plates. Price, $1.80. 

l HIS book is intended for beginners in high 
schools, manual training schools, preparatory 
schools, and technical schools, embracing the ground 
which the student should cover before taking up 
special lines of drafting. The following titles of the 
chapters indicate the ground covered : The Selec- 
tion of the Outfit, The Use of the Drawing Instru- 
ments, Working Knowledge, Isometric and Cabinet 
Projection, Orthographic Projection, Special Appli- 
cations of Orthographic Projection (including Sur- 
j. c. tracy faces of Revolution, Plane Sections, Intersections, 
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and Shadows), Perspective and Working Drawings. Two separate 
but parallel courses of problems are given, which are interchangeable, 
thus affording a greater variety in the work. The book contains 
numerous suggestions and directions which will prove of great assist- 
ance in the making of working drawings. Special attention is called 
to the diagrams and to the novel use made of photographs from 
models, placed side by side with outline drawings of the same 
objects; by this device the study of orthographic projection is made 
unusually simple. 

A most excellent work, admirably got- technical schools. — Otis E. Randall, 

ten up, clear and concise. — Charles Professor of Mechanical Drawing, 

S. Denison, Professor of Descriptive Brown University. 
Geometry, Stereotomy, and Drawing, 

University of Michigan. This is, I think, the first work to 

treat the subject scientifically, and use 

Thorough, lucid, and comprehen- principally the third angle in so doing, 

sive. I know of no book better fitted — J. Frederick Hopkins, Director 

for beginning courses in colleges and in Drawing, Boston Public Schools. 
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Compton's First Lessons in Wood-Working 

By Alfred Compton, Professor of Applied Mathematics, College of the 
City of New York. Cloth, i2mo, x + 188 pp., illustrated. Price, $0.30. 

Golden's Laboratory Course in Wood-Turning 

By Michael Joseph Golden, M.E., Professor of Practical Mechanics, 
Purdue University. Cloth, 8vo, 69 pp., illustrated. Price, $0.80. 

\ COLLECTION of exercises, which give the operator command 
**' of the more commonly used tools. In the introduction these 
tools are described and their uses so clearly explained that the 
beginner will have little difficulty in grasping the subject. The illus- 
trations are a very helpful feature of the book. 

Ham's Mind and Hand 

Manual training the chief factor in education. By Charles H. Ham. 
Being the third edition of Manual Training the Solution of School and 
Industrial Problems. Cloth, i2mo, xxviii + 464 pp., illustrated. Pt\c*. N 
$1.25. 
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Hoffman's Sloyd System of Wood-Working 

With a brief description of the Eva Rodhe Model Series and an his- 
torical sketch of the growth of the manual training idea. By B. B. 
Hoffman, A.B., Superintendent, Baron de Hirsch Fund Trade Schools, 
Cloth, i2mo, 242 pp., with numerous illustrations. Price, $1.00. 

*T*HE theory and the practical application of the Naas system 
■*- of manual training are here fully explained. The need foi 
manual training, its various systems, the special arrangements oi 
the Sloyd, and the extension of the Sloyd movement in Europe 
and America are all important aspects of the subject which receive 
interesting presentation. The expositions of the Naas Model Series 
and of Rodhe's Model Series make the entire subject perfectly 
clear. 



Household Economy 

A manual for use in schools. Published under the direction of the 
Kitchen-Garden Association. Cloth, i2mo, viii + 145 pp. Price, $0.42. 

Sickels's Exercises in Wood-Working 

With a short treatise on wood. Written for manual training classes in 
schools and colleges. By Ivin Sickels, M.S., M.D. Cloth, 8vo, 158 
pp., fully illustrated. Price, $1.00. 

*TpHIS volume grew from exercises prepared for the students of 
**• the College of the City of New York. It is therefore based 
on practical tests which have already demonstrated its utility. The 
book deals with carpentry and joinery, and is in two parts. The 
first part treats of the structure, properties, and kinds of wood ; its 
manufactures and economic relations to other substances ; parasitic 
plants and insects; and means of preserving wood. The second 
part contains the exercises and the plates, preceded by a description 
of the tools to be employed, with directions for using them. The 
exercises are based upon American methods of work. 
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MYTHOLOGY 

Guerber's Legends of the Middle Ages 

Narrated with special reference to literature and art. Uy II. A. (Hjkkiikk. 
Cloth, i2mo, 340 pp., with illustrations. Price, $1.50. 

*TpHE object of this work is to familiarize students with the legends 
-** which form the principal subjects of mediaeval literature, and 
whose influence is everywhere apparent in the subsequent history of 
literature and art. Following the plan and treatment of the author's 
other works on mythology, appropriate quotations from mediaeval 
and modern writings are given in connection with the various legends. 
These illustrate the style of the poem in which they are embodied, 
or lend additional force to some point in the story. The book 
includes notable illustrations, and a chapter on the romance literature 
of the period in the various countries of Europe. 



Guerber's Myths of Greece and Rome 

Narrated with special reference to literature and art. Ity II. A. Gukkkkk. 
Cloth, i2mo, 428 pp., with map and illustrations. Price, $1.50. 

» 
A LTHOUGH this book has been prepared especially for schools 

•**• where mythology is included in the regular course of study, it 
is well adapted for general reading. So intimately are these myths 
connected with our civilization, and so great is their influence upon 
our literature and art, that they should be familiar to every well- 
educated person. They are here told graphically and accurately, 
great care being taken to avoid the more repulsive features of heathen 
mythology. Excellent reproductions of ancient masterpieces and of 
noted modern art in painting and sculpture are plentifully used. 
The closing chapter includes an analysis of the myths in the light 
of philology and comparative mythology. 
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Guerber's Myths of Northern Lands 

Narrated with special reference to literature and art. By H, A. Guerber. 
Cloth, i2mo, 319 pp., with illustrations. Price, $1.50. 

*T*HE grim sense of humor and the dark thread of tragedy running 
■*■ through Northern mythology, and found in the religion of no 
other race, have left their indelible imprint upon our literature. In 
this work the various myths of the Northern lands are told in a con- 
tinued narrative, without unnecessary comment, and in a charming 
manner, which cannot fail to hold the attention of both student and 
teacher. As in the companion volumes, one of the most interesting 
and valuable features is the large number of full-page reproductions 
of famous works of art. These were selected with special reference 
to their value in illustrating the meaning of the text. 

Harper's Dictionary of Classical Literature 
and Antiquities 

(See Latin or Greek Literature.) 

Keightley's Mythology of Ancient Greece and 
Italy 

For the use of schools. By Thomas Keightley. Half leather, i8mo, 
232 pp., illustrated. Price, $0.52. 

Seeman's Mythology of Greece and Rome 

With special reference to its use in art. From the German of O. Seeman. 
Edited by G. H. Bianchi, B.A., late Scholar of St. Peter's College, Cam- 
bridge. Cloth, i6mo, 311 pp., with illustrations. Price, $0.60. 

IN this little book the subject of mythology is viewed as a whole. 
The distinction between the Greek and the Roman deities and 
heroes has been preserved, but the conventional spelling has been 
retained. The work, illustrated with cuts after some of the master- 
pieces of ancient art, will be found particularly helpful in appreciat- 
ing art and literature. 

Skinner's Readings in Folk- Lore 

(Sec English Litbratuke.) 
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Smith's Dictionary of Greek and Roman 
Antiquities 

(See Latin or Greek Literature.) 

Smith's Smaller Classical Dictionary 

(See Latin or Greek Literature.) 

Wilkins's Roman Antiquities 

(See History Primers.) 

MUSIC 

Burnap and Wetmore's Polytechnic Collec- 
tion 

A collection of music for schools, classes, and clubs. By U. C. Burnap 
and W. J. Wetmore. Cloth, large 8vo, 208 pp. Price, $0.90. 

Part First consists of songs for schools ; Part Second, of college 
songs ; Part Third, of hymns. 

Franklin Square Song Collection 

Nos. 1, 2, 3, 4, 5, 6, 7, and 8, each containing 200 songs and hymns. 
Selected by J. P. McCaskey. Uniformly bound in boards. Each, 8vo, 
184 pp. Price, $0.60. 

*TTVHIS famous collection contains the best songs and hymns in the 
-*- language, and comprises national and patriotic songs, songs 
for children, songs of home, songs of sentiment, and choice hymns. 
Some of these are comparatively new, while others have been favor- 
ites for a long time, and are prized all the more on that account. 
Each number contains, besides two hundred favorite songs and 
hymns for schools and home, a large amount of valuable reading 
matter, and a brief but comprehensive treatment of the elements of 
music, so presented as to be readily understood. 
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Gantvoort's High School Ideal 

Edited by A. J. Gantvoort, Principal, Public School Music Depart- 
ment, College of Music of Cincinnati, Ohio. Boards, royal 8vo, 156 pp. 
Price, $0.60. 

>T*HIS collection of glees, part-songs, and choruses has been ar- 
■*■ ranged especially for high schools, academies, and choral so- 
cieties, etc. Owing to the scarcity of good tenor voices in these schools 
and the consequent impracticability of ordinary four-part music foi 
their use, the author has devised a unique and valuable method which 
will be appreciated by every teacher. By this arrangement the entire 
collection is brought within the ability of a well- trained high school 
chorus. 

Loom is 's Progressive Glee and Chorus Book 

Consisting chiefly of music selected from the best English, German, and 
Italian authors. Adapted for high schools, advanced singing classes, and 
musical societies. Arranged and composed by George B. Loomis. 
Boards, large 8vo, 256 pp. Price, $0.84. 

T^ SPECIALLY designed to follow Loomis's Progressive Music Series, 
-■— ' but not dependent on any particular system of instruction. The 
music in this collection has been chosen with great care, and is of 
an exceedingly high order of merit, although not too difficult for the 
classes for which it is intended. 

Mathews's Songs of All Lands 

By W. S. B. Mathews. Boards, quarto, 157 pp. Price, $0.50. 

>T*HIS compilation of national, standard, and popular songs is the 
■*• most extensive which has ever been made for school use. It 
contains the leading songs of all the principal countries, some of 
the newest and best being from Bohemian, Russian, Norwegian, and 
Danish sources, and heretofore entirely unknown in the AmericaD 
schoolroom. A number of English part-songs and glees have also 
been included, because of their pleasing character. The music is in 
three and four parts, and several of the English selections have 
pianoforte accompaniments. 
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McCaskey's Favorite Songs and Hymns 

By J. P. McCaskey. Cloth, royal 8vo, 400 pp. Price, $0.80. 
IN this book are selected from the well-known Franklin Square 
*■ Song Collection 450 of the best songs and hymns for school and 
home, chosen because of their high character and universal popu- 
larity. Among them are national songs, folk songs, college songs, 
Arbor Day songs, songs for Christmas, and old familiar hymns. 
Besides these the book contains twenty-five responsive scripture 
readings, a chapter on the elements of music, and much other valu- 
able reading matter. 

Natural Advanced Music Reader 

By Frederic 11. Ripley and Thomas Tapper. Boards, large 8vo, 
320 pp. Price, $r.oo. 

OPHIS book forms a part of the well known Natural Music Course, 
-*- so generally in use throughout the country, but it may be used 
independently. It consists 
of a choice selection of the 
best music for school pur- 
poses, and is also well 
adapted to the use of sing- 
ing-clubs and societies. 
Without attempting to re- 
peat the drill on elements 
of music, it presents con- 
siderable material for ele- 
mentary instruction. It is, 
therefore, well adapted for 

normal schools and choral F H R1PLKV thou 

classes in which adults re- 
ceive their first musical training. The selections are largely n 
cover a wide range of the best composers and poets. 

Ryan's Vocalist for Schools 

imposers. By James 1 
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I 
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Zundel and Ryan's School Harmonist 

Vocal. By John Zundel and James E. Ryan. Boards, small 8vo, 
J 74 PP« Price, $0.40. 

PHYSICAL TRAINING 

Blaikie's Sound Bodies for our Boys and Girls 

By William Blaikie. Cloth, i2mo, ix + 168 pp., illustrated. Price, 
$0.40. 

A MANUAL for schools, containing safe and simple daily exer- 
•*** cisss which are designed to furnish boys and girls with bodily 
vigor and sound health. By their use at school and at home children 
will have better bodies and better minds. No muscles are left unde- 
veloped, but all parts of the body are trained equally. The exercises 
are free from danger, and can be learned with ease. They call for 
no particular costume and no expensive apparatus. 

Morris's Physical Education 

In public schools. An eclectic system of exercises, including the Del- 
sartean principles of execution and expression. By R. Anna Morris, 
Supervisor of Physical Culture, Cleveland Public Schools. Cloth, 8vo, 
192 pp., illustrated. Price, $1.00. 

A GRADED series of physical exercises covering the entire 
■*** public school course, including the high school ; in addition, 
suggestions for position and breathing are given, and directions for 
marching, exercises in posture, use of wands, Indian clubs, rings, etc. 
Suitable music is provided for the various exercises. 

Smart's Manual of School Gymnastics 

Consisting of free gymnastics, dumbbell exercises, and aesthetic exhibi- 
tion figures. By James H. Smart. Boards, i2mo, 112 pp., illustrated. 
Price, $0.30. 

A series of simple exercises, with accompanying music, which can 
be followed by any teacher without previous training or special 
instruction. 



WILLIAMS & ROGERS 
COMMERCIAL PUBLICATIONS 

*TT*HESE important text-books, formerly published by Messrs. 
-*- Williams & Rogers, have recently been added to our list of 
publications, and all correspondence relating to their introduction 
and supply should be addressed to us direct. A special catalogue , 
giving full information will be sent on request. 

The success and popularity of these books for business colleges 
and for commercial departments of high schools is well known. No 
other series of a similar nature is so widely used, and none fits the 
pupil so well for the practical pursuits of later life. It is the purpose 
of the publishers to fcdd new books in this department from time to 
time, to meet the needs and best interests of commercial schools. 
Among these publications are : 

Modern Illustrative Bookkeeping — Introductory 
Course 

With vouchers, blank forms, and blank books. 

Modern Illustrative Bookkeeping — Complete Course 

With vouchers, blank forms, and blank books. 

Office Routine and Bookkeeping — Introductory Course 

With vouchers, blank forms, and blank books. 

Office Routine and Bookkeeping — Complete Course 

With vouchers, blank forms, blank books, office routine blanks, 
and banking blanks. 

Supplementary Practice 
Bookkeeping and Business Practice 

With practice exercise pads, mail packages, blank business forms, 
and blank books. 

Three Weeks in Business Practice 

With price list books, blank forms, and bXaivV. \>ooYs. 
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Modern Banking and Bank Accounting 

With blank books and check sheets. 

The Practice System of Business Training 
First Lessons in Bookkeeping 

* 

New Introductive Bookkeeping 

Preliminary Business Practice 

New Complete Bookkeeping 

Advanced Bookkeeping and Banking 

Mental Commercial Arithmetic 

Business Arithmetic 

Commercial Arithmetic 

Grammar School Algebra 

High School Algebra 

Business Law 

New Commercial Law 

Test Questions in Commercial Law 

New Practical Grammar 

Correspondence 

Studies for Letters 

English Punctuation 

New Pitmanic Shorthand Manual 

Shorthand Note Books 

Typewriting Practice Paper 

Seventy Lessons in Spelling 

Test Lessons in Spelling 

New Civil Government of the United States 

Descriptive Economics 

Diplomas 

Complete School Register 

College Currency 



BOOKKEEPING FOR HIGH SCHOOLS 

The ideal course in bookkeeping and business practice foi commercial high schools 
and commercial departments is 

The Williams & Rogers 
Office Routine and Book- 
keeping (The Voucher System) 

This work has received the enthusiastic endorsement of leading high school 
principals, commercial teachers, and business men, and is in use in more high 
schools than all other works on the subject. 

The distinctive features of this system of bookkeeping are : 

The Common Sense Method of Presenting the Science of Accounts* 
The Full and Explicit Directions to the Pupil for Performing the Work. 
The Modern, Labor-Saving Forms of Account Books Illustrated and Used. 
The Practical, Realistic Forms of Business Papers which the pupil Handles* 
The Ease with which it can be Installed and Successfully Conducted* 



OTHER POPULAR COMMERCIAL PUBLICATIONS 

The Williams & Rogers 
Commercial Arithmetic 

The most popular Commercial Arithmetic published, and especially adapted for 
commercial classes in high schools. 

The Williams & Rogers 
New Commercial Law 

A practical and reliable treatise. In use in a large number of the leading com- 
mercial and high schools of the country. 



*A complete descriptive catalogue of the Williams & /Rogers Commercial publications 
will be sent to any teacher or school officer on application. 

AMERICAN BOOK COMPANY, Publishers 



A Few Adoptions Showing 

THE TREND OF OPINION 

J* J* 

BALDWIN'S SCHOOL READERS are used in over 
3500 cities and towns in the United States* 

PATTERSON'S AMERICAN WORD BOOK is used in over 
2000 school districts in Minnesota. 

NATURAL GEOGRAPHIES are used in the 
10 largest cities of the United States* 

MILNE'S ARITHMETICS are used in over 

600 cities and towns in New York and are officially- 
adopted by the State of Missouri* 

McMASTER'S SCHOOL HISTORY OF THE UNITED 
STATES is used in over 
3000 cities and towns in the United States and is officially 
adopted by the States of California and Missouri* 

EGGLESTOISTS FIRST BOOK IN AMERICAN HISTORY 
is used in over 
3000 school districts in Minnesota* 

BARNES'S COPY BOOKS are used in over 
3000 school districts in Wisconsin* 

j METCALPS GRAMMARS are used in over 

3000 cities and towns in the United States and by the 
[ U* S* Government in the Indian Schools* 
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NATURAL COURSE IN MUSIC 

FULL COURSE— Seven Books and Charts 
SHORT COURSE— Two Books 

The unprecedented success of the Natural Course in Music is 
shown by its rapid introduction and use in the leading cities and 
towns throughout the country. A partial list of these places is 
given below. 



New York, N. Y. 
Boston, Mass. 
Worcester, Mass. 
Portland, Me. 
Wilmington, Del. 
San Francisco, Cal. 
Oakland Cal. 
Lynn, Mass. 
Haverhill, Mass. 
Newburyport, Mass. 
Brockton, Mass. 
Dover, N. II. 
Pawtucket, R. I. 
East Providence, R. I. 
Ansonia, Conn. 
Norwich, Conn. 
Jersey City, N. J. 
Newark, N. J. 
Camden, N. J. 
Oswego, N. Y. 
Ithaca, N. Y. 
Rome, N. Y. 
Watertown, N. Y. 
Lockport, N. Y. 
Scran ton, Pa. 
Easton, Pa. 
Allen town, Pa. 
Meadville, Pa. 
Denver, Col. 



Colorado Springs, Col. 
Pueblo, Col. 
Galveston, Texas. 
Austin, Texas. 
San Antonio, Texas. 
Salt Lake City, Utah. 
Provo City, Utah. 
Ogden, Utah. 
Logan, Utah. 
Mobile, Ala. 
Morrill ton, Ark. 
Wichita, Kan. 
Emporia, Kan. 
Lawrence, Kan. 
Hutchinson, Kan. 
Cincinnati, Ohio. 
Detroit, Mich. 
St. Paul, Minn. 
Milwaukee, Wis. 
Louisville, Ky. 
Columbus, Ohio. 
Fort Wayne, Ind. 
Terre Haute, Ind. 
Kalamazoo, Mich. 
Saginaw, Mich. 
Ann Arbor, Mich. 
Battle Creek, Mich. 
Grand Rapids, Mich. 
Ypsilanti, Mich. 



Quincy, 111. 
La Salle, 111. 
Rock Island, III. 
Evans ton, 111. 
Litchfield, 111. 
Bellaire, Ohio. 
' Canton, Ohio. 
Chillicothe, Ohio. 
Ironton, Ohio. 
Logansport, Ind. 
Muncie, Ind. 
Anderson, Ind. 
Covington, Ky. 
Frankfort, Ky. 
Bowling Green, Ky. 
Lexington, Ky. 
Wheeling, W. Va. 
Oshkosh, Wis. 
Appleton, Wis. 
Mankato, Minn. 
Faribault, Minn. 
Des Moines, Iowa. 
Cedar Rapids, Iowa. 
Davenport, Iowa. 
Independence, Iowa. 
Oskaloosa, Iowa. 
St. Joseph, Mo. 
Sedalia, Mo. 
Jefferson City, Mo. 



AND OVER I30Q OTHER CITIES AND TOWNS. 



t Highest Awards at Paris 

merican Book Company 

RECEIVED 

TWO GRAND PRIZES 

AND 

THREE MEDALS 

AT TRE 

Paris Exposition of 1900 



FOR SUPERIOR TEXT-BOOKS IN 

Elementary Education - Grand Prize 

Secondary Education - Grand Prize 

Industrial and Commercial Education Gold Medal 

Agricultural Education - Silver Medal 

Higher Education - Silver Medal 



AMERICAN BOOK COMPANY 

l^ktlshers of School and College Tett-BooKr 
NEW YORK - ONONNATl * QSJOSJa 
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